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PREFACE, 

The beginner in Physics, if he is to be well taught, must 
study a text-book which contains concise statements of physical 
laws and a systematic development of principles. He must 
attend lectures or demonstrations in which the phenomena 
are shown, and finally he must enter the laboratory and make 
physical measurements. 

The present book deals only with the first part of this triple 
course of instruction. It differs in certain respects from many 
books which have been written for beginners. Descriptions 
of the numerous phenomena with which it is necessary for the 
student to become acquainted have been largely omitted; the 
assumption being that the study of the text will always be 
accompanied by, and indeed be supplementary to, a course of 
carefully arranged and fully illustrated lectures. A knowledge 
of the elements of the calculus, the natural language of physics, 
has been taken for granted, but the degree of mathematical 
experience of the undergraduate reader, necessarily limited, has 
been keptv in view and the various proofs and the demonstra- 
tions have been given the simplest possible form. 

The concepts of directed and of distributed quantity, which 
are no less important to the student of physics than are the 
methods of the calculus, are briefly treated in Chapter II. of 
Volume I. and in Chapter I. of Volume II., respectively, and 
are used upon occasion throughout the text. 

The authors have thought it best to face squarely the diffi- 
culties of the subject, and they may perhaps be permitted to 

V 

673201 

Digitized by VjOOQIC 



VI 
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say with Tait : * " He who expects to find this work, elementary 
as it is, everywhere easy reading, will be deservedly disap- 
pointed. No branch of science is free from real and great 
difficulties even in its elements. Any one who thinks otherwise 
has either not read at all or has confined his reading to pseudo- 
science." 

What follows the word Law, as used in this text, is in every 
case an independent statement of experimental fact. Many 
physical laws are the direct result of experiment, others, such as 
Newton's Laws of Motion, the Laws of Thermodynamics, etc., 
are in their accepted form more or less indirectly derived from 
experiment, and are so comprehensive as to defy complete 
experimental verification. The principle that the only proper 
discussion of a law is that which is necessary to make its 
meaning clear has been closely followed. The theoretical con- 
siderations which follow the statement of a number of laws 
referring to the same thing, for example the discussion of the 
Kinetic theory, which follows the statements of the various 
laws of gases, have in every case the object of forming con- 
crete pictures of the abstractions contemplated in the laws. 
Helmholtzf has long since pointed out the advantages of this 
method of treatment. 

The work is issued in three small volumes, the first of which 
treats of Mechanics and Heat, the second of Electricity and 
Magnetism, and the last of Sound and Light. As a matter of 
convenience, articles, equations, and figures are numbered con- 
secutively throughout the three volumes. 

Ithaca, New York, Dec. 3, 1895. 

* Tait, Heat, p. viii of the preface. 

f " Es hat grosse Vortheile fur das sichere Verstandniss solcher Abstrac- 
tionen, wenn man sich moglichst concrete Bilder davon zu machen sucht, 
selbst wenn diese manche Voraussetzung hineinbringen die fiir das Wesen 
der Sache nicht gerade nothwendig ist." — von Helmholtz, Handbuch der 
physiologischen Optik. 
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CHAPTER I. 
MEASUREMENT OF LENGTH, TIME, AND MASS. 

1. Length: the meter and the yard. — The Meter is the dis- 
tance, at the temperature of melting ice, between the ends of 
a platinum bar preserved in the Archives of France. The 
centimeter, which in physics is adopted as a fundamental unit, 
is one hundredth of a meter. This bar was made by Borda 
to be the ten-millionth part of the distance from the equator 
to the pole of the earth. The measurements upon which it 
was based are now known to be distinctly incorrect, which fact, 
together with the fact that copies * of the istandard meter can 
be made with greater accuracy and convenience by direct com- 
parison with Borda's bar than by comparison with the earth's 
quadrant, has resulted in the adoption of the above definition 
of the meter. 

The Yard is defined by act of Parliament as the distance at 
62° F. between the transverse lines in two gold plugs in a bronze 
bar deposited in the office of the Exchequer in London. The 
yard is equal to 0.914383 meter. 

2. The measurement of length : scale and vernier. — Lengths 
are commonly measured by the use of divided scales. In this 
case the length to be measured is determined by counting the 

* See Nature, Vol. 51, p. 420, Feb. 28, 1895, ^^^^ ^ (description of the Prototypes 
Internationales of the meter and of the kilogranx, 
B I 
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2 ELEMENTS OF PHYSICS. 

number of whole divisions and estimating the fractions remain- 
ing over. The latter process is sometimes performed by means 
of the Vernier^ which is a device for the accurate estimation of 
fractions of divisions in the use of straight scales and divided 
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circles. Let 5 in Fig. i be a scale divided to millimeters. An 
auxiliary scale, V, («— i) millimeters long, is divided into n 
equal parts. The diagram (Fig. i) is constructed for n = 10. 

Let /, equal to - mm., be the fraction to be estimated ; /' is 

^ I 2 

- mm. shorter, /" is - mm. shorter, and so 
n 11 

on, so that the ^th mark on V is coinci- 

<ient with a mark on the scale. Thus a 

is determined. The auxiliary scale, F, is 

(Called a vernier. 



3. The cathetometer (Fig. 2) is an instru- 
ment for measuring differences in level. 
It consists of a vertical scale upon which 
is a sliding piece, with clamp, carrying a 
telescope accurately leveled by means of 
a sensitive spirit level, and a vernier which 
plays over the vertical scale. The tele- 
scope is sighted at one of the two points 
of which the difference in level is required 
and the reading of the vernier taken. The 
telescope is then sighted at the other point 
and the vernier reading again taken. The 
difference of these readings is the required 
difference in level. 




Fig. 2. 
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MEASUREMENT OF LENGTH, TIME, AND MASS. 3 

4. The dividing engine: the micrometer screw. — For the 
more precise measurement of length, instruments are used which 
depend for their action upon the properties of the screw. 

The dividing engine is such an instrument. It consists essen- 
tially of an accurate horizontal screw * having a divided circular 
head for estimating fractions of a turn. This screw engages 
a nut which moves a carriage. This carriage carries a reading 
microscope or a graving tool, and slides on a heavy metal bed 
which extends to one side of the sliding carriage as a platform. 
The standard of length is placed upon this platform parallel to 
the screw, and the screw is turned until the microscope sights 
exactly at one end of it. The screw is then turned, a turns, until 
the microscope sights at the other end of the standard. The bar 
of which the length is to be determined is put in place of the 
standard, the screw is turned until the microscope sights at one 
end of the bar and then, b turns, until the microscope sights at 
the other^ end of the bar. Then the length of the bar is to the 
length of the standard as b : a. 

In the manufacture of divided scales an unruled bar is placed 
upon the platform of the dividing engine, the screw is turned 
until the graving tool is conveniently near to one end of the 

bar, and a mark is made; the screw is then turned, - turns, 

n 
and another mark is made, and so on, thus dividing the bar 

into ;^ths of the standard length. In use the dividing engine 
must be maintained at a constant temperature. 

A screw which is used in the measurement of very short 
lengths is called a micrometer screw. In such instruments as 
the micrometer caliper and the spherometer, which are exten- 
sively used, the screw is so cut that one turn may represent a 
convenient (integral) fractional part of the unit length, so 
that turns of the screw may be read off directly as units of 
length. In this way the double operation described in the 
discussion of the dividing engine is avoided. 

* See Encyclopedia. Britannica, 9th ed., article Screw, 

Digitized by VjOOQIC 




ELEMENTS OF PHYSICS. 

The micrometer caliper is a microm- 
eter screw mounted as shown in Fig. 3. 
The instrument is so adjusted that the dis- 
tance d is indicated directly by the screw, 
the whole turns upon a fixed scale b^ and 
the fractions of a turn upon the circular 
head c. 

The spherometer (Fig. 4) is a micrometer 

"• — "li J screw, the nut of which is carried on a 

III ^^ rigid metal tripod so that the screw may 

a be perpendicular to a plane upon which 

the tripod stands. The screw carries a 

conical tip, the apex of which is equidistant from the feet of 

the tripod, and these are equidistant from each other. The 

instrument is used for deter- 
mining the thickness of plates 
or the radii of curvature of 
spherical surfaces. For the 
latter purpose a reading is 
taken when the. screw is just 
in contact with a plane sur- 
face upon which the instru- 
ment stands, and again when 
it is placed upon the given 
spherical surface. From 
these readings, the pitch of 
the screw and the distance be- 
tween the feet of the tripod 
being known, the radius of the 
surface is easily calculated. 




Fig. 4. 



5. Angle. — Angles are ordinarily specified in degrees. It is 

often more convenient, however, to express angle in terms of 

arc 
— - — The unit angle in this system is called the Radian^ 
radms 

and is the angle of which the arc is equal to the radius. 
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MEASUREMENT OF LENGTH, TIME, AND MASS. 5 

Measurement of angles, — In many instruments angles are 
measured by means of a divided circle. This is placed with its 
center at the apex of the angle, which is measured by counting 
the divisions on the circle between the lines which determine 
the angle. These lines are established by using a pair of 
sights, or a telescope, fixed to an arm, called an alidade. The 
latter turns on a pivot at the center of the circle, and carries a 
vernier playing over the divided circle. Frequently, two ver- 
niers situated 180° apart are used to eliminate errors due to 
inaccurate centering of the pivot 

Indirect measurement of length and angle : triangulation, — 
Consider a triangle ABC (Fig. 5), of which the side b only is 




accessible. The lengths of the sides a and c and the angle 
B may be calculated by trigonometry when the side b and 
the angles A and C have been measured. This method for 
determining inaccessible lengths is called triangulation. It is 
much used in surveying and in astronomy. 

Poggendorffs method for measuring angles, — In many in- 
struments it is necessary to measure the angle through which 
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a suspended body is turned. For this purpose a small mirror, 
mm (Fig. 6), is fastened to the suspended body so as to turn 
with it. A straight scale, ss, is placed at a measured distance, 
dy in front of and parallel to the mirror. A telescope, /, which 
establishes a sight line, is placed so that the scale is seen 
through it in the mirror, the sight line being perpendicular to 
the scale. The reading, a, of this sight line on the scale is 
taken ; the mirror then turns through the angle G into the 
position m^m\ and the scale reading, ^, is again taken. The 
sight line is deflected through the angle 2 G, so that "~ =tan 2 G^ 
from which the angle G may be calculated. 

6. Area. — The unit of area is defined as the area of a 
square * of which the side is of unit length. 

Measurement of area. — Area is determined fundamentally 
by calculation .from measured linear dimensions. 

The planimeter is an instrument for measuring irregular 
plane areas; strictly for determining the ratio of two such 
areas, for the instrument is standardized by measuring with it a 
regular area, of which the area is known by calculation from 
measured linear dimensions. 

Theory of the planimeter, — Consider a line AB (Fig. 7), of length /, moving 
in any manner in the plane of the paper. The motion of the line may at each 
instant be considered as compounded f of a motion of translation and a motion 

of rotation, with angular velocity — , about an arbitrary point p distant D from . 

dt 
the center of the line. The area swept by this moving line is considered 
positive when the line sweeps over it from left to right to an observer looking 
from A towards B, Let v be the resolved part, perpendicular to the line, of 
its velocity of translation. The line sweeps over area at the rate Iv^ because 

of its motion of translation, and at the rate ID — , because of its motion of 

dt 
rotation, so that the total rate at which the line sweeps area is at each instant : 

f=/. + /Z,|. (i) 

* The circular mil, much used by electricians as a unit area, is the area of a circle 
one mil (xi^ inch) in diameter. The area of any circle in circular mils is equal to 
the square of its diameter in mils. 

t See Article 90. 
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MEASUREMENT OF LENGTH, TIME, AND MASS. 7 

Let a wheel, radius r, mounted at /, with its axis parallel to AB^ be allowed 
to roll on the paper as the line moves, and let -^ be the angular velocity of 

rolling of the wheel. Then v = r -^, and equation (i) becomes 



dt dt dt 



(ii) 
or ♦ A=irxl/ + lD$y (iii) 

in which A is the total area swept by the line during the time that the wheel 
has turned through the angle ij/ and the line "has turned about p through the 
angle 0. 

If the line comes back to its initial position, or parallel thereto, so that 
= 0, then equation (iii) becomes 

A = /n/r. (iv) 

That is, the total area swept by AB is proportional to the angle ij/ turned 
by the rolling wheel, and the circumference of the wheel may be so divided 
as to read areas directly. 

Let one end of AB (Fig. 8), be constrained to move along a branch AC of 
any curve, while the other end passes once around a closed line /?. Any area 
outside of D which is swept over by the line AB at all is swept as many times 
to the right as to the left, and all parts of D are swept once more to the right 
than to the left, so that the total area swept by AB is equal to the area of /?. 
In its simplest form the planimeter consists of an arm AB with a rolling 
wheel. The end A is constrained to move on the arc of a circle, being hinged 
to one end of an auxiliary arm, the other end of which is fixed by a pivot. 




Fig. 7. Fig. 8. 

7. Volume. — The unit of volume is defined as the volume of 
a cube of which the edge is of unit length. 

Measurement of volume. — Volume is determined funda- 
mentally by calculation from measured linear dimensions. 

♦ See Article 28. 
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Thus the volume of a rectangular parallelopipedon is equal to 
the product of its length, breadth, and height. 

Volumes of liquid and of grain are usually measured by- 
means of a vessel of known volume. The graduate is a vessel 
upon the side of which is a scale from which the volume of a 
portion of liquid may be read off ; it is much used by apothe- 
caries and by chemists. A method for determining volume by 
Weighing is described under density. 

8. Mass. — Materials may be measured by volume^ by weighty 
or by mass. The volume and weight of a given body are vari- 
able, but the mass of a given body is invariable ; therefore the 
mass of a body is taken as a measure of the amount of material 
in the body. 

The precise significance of the terms zveigkt and mass is best 
brought out by considering the two methods for weighing 
bodies, namely, the spring dynamometer method and the 
counterpoise method. 

The spring dynamometer* measures the force with which 
the earth pulls a body. This force is called the weight of the 
body. The weight of a given body varies with location. 

The platform scale, which is in common use for weighing 
bodies by the counterpoise method, measures the force with 
which the earth pulls the weighed body in terms of the force 
with which the earth pulls a standard weight. This method of 
weighing determines what is called the mass of the weighed 
body. 

Units of mass, — The Kilogram is the mass of a piece of 
platinum deposited in the Archives in Paris. The gram, which 
has been adopted by common agreement as the fundamental 
unit of mass, is one-thousandth of a kilogram. This kilogram 
was made by Borda to be equal to the mass of lOOO c.c. of pure 
water at 4° C, but copies f of the kilogram can be made with 

* Ordinarily called the spring balance, 
t See Nature, Vol. 51, p. 420. 
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much greater accuracy and with greater convenience by direct 
comparison with the ** Kilogramme des Archives " than by com- 
parison with the cubic decimeter of water, so that the " Kilo- 
gramme des Archives " is taken as the standard. 

The Pound (avoirdupois), which is the British commercial 
unit of mass, is the mass of a piece of platinum deposited in 
London. The pound (avoirdupois) is equal to 0.453593 kilo- 
grams. 

9. Measurement of mass. The balance. — The analytical 
balance is the instrument commonly used for the precise com- 




Fig. 9. 



parison of masses. The essential parts, which are shown in 
Fig. 9, consist of a very delicately mounted equal-arm lever 
with suspended pans, in which the bodies to be compared are 
placed. The position of rest of the pointer/ with loaded pans 
is the same as with empty pans if the masses compared are 
equal. The balance is used simply for indicating the equality of 
the masses of tzvo bodies. 

Set of weights. — The determination of the mass of a body 
by means of the balance depends upon the use of a set of 
weights which may be combined in such a way as to match the 
mass of the body. Such a set of weights may be made by tak- 
ing two bodies weighing together one kilogram and equalizing 
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them, then two bodies weighing together one-half a kilogram 
and equalizing them, and so on. A set of weights more con- 
venient in use is one which contains a five, a two, and two ones, 
of each — units, tens, hundreds, etc., of grams. 

Weighing by swings, — The mass of a body which is being 
weighed cannot, as a rule, be precisely matched by combining 
the various weights of a set. Having 
matched the mass of the body as nearly 



/ ;/m|ii|i|iiiiiim\ \ as possible, the slight outstanding differ- 

— ^ — 2 — ^^ ^^ i2 — ence between the body and the weights 

F^g- 10- ^^y ^jg determined as follows: Let E 

(Fig. lo) be the position of rest of the pointer with empty 

pans, and L the position of rest of the pointer when the 

body is on one pan and weights IV are on the other. Let 

V be the position of rest of the pointer when a known 

small weight w is added to W. Then the weight which must 

L — E 
be added to W to match the body precisely is w- j-j. In 

practice the points E, Z, and V are determined by starting the 
balance swinging and observing an odd number of elongations 
of the pointer. The position of rest lies midway between the 
mean of the elongations to the right and the mean of the 
elongations to the left. This is called weighing by swings. 



Errors in the use of a balance. — The indications of a balance are subject 
to error because of {a) inequality of arms, (3) difference in buoyant force of 
the air upon the body and upon the weights, and (c) errors of weights. 

Errors due to inequality of arms are eliminated by weighing the body first 
on one pan and then on the other. As the result of this operation we have 
b = VlVrlVi, in which d is the true mass of the body, and IVr and IVi are the 
apparent masses when weighed upon the right and left pans respectively. 

Proof. — Since r and / are the lengths of the right and left arms of the 
balance respectively, we have from the principle of the lever W^l^br and 

Wir = bl\ from which by elimination of y we have b = VpVrlVi, 

The errors due to the buoyant force of air are easily eliminated when the 
density, 8, of the weights ; the density, A, of the body ; and the density, A, of 
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the air, are known. Let b be the apparent mass of the body and W its mass 
independently of errors due to buoyant force of air. Then 

8 A 
In this expression, - is the volume of the weights, and ^ is the buoyant 
force of the air upon the weights, by which amount the mass of the body is 
overestimated. Similarly, — is the buoyant force of the air upon the body 
by which amount the mass of the body is underestimated.* 

10. Errors of weights. — Consider a set of weights A, B, C, Z>, and E of 
nominal values 500 gr., 200 gr., 100 gr., 100 gr., and 100 gr., respectively. 
Having a small weight of which the mass is known approximately, we weigh 
A in terms of B, C, A and E, whence 

A = B -{■ C -{■ D -{■ E-\-a\ 

similarly by repeated weighing we obtain 

B=C+D^b, 

D = E-\-d, 

Having a standard kilogram, we weigh it also ; whence we obtain 

1000 = A-\-B + C-]-D+E + e. 

From these five equations, A^ By C, D, and E, which are the only unknown 
quantities, may be calculated. 

11. Density. — The density of a body is defined as its mass 
per unit volume. This definition may be expressed by the 
equation 

in which D is the density, M is the mass, and V is the volume 
of the body. 

The specific gravity of a substance at a given temperature is 

* For further discussion of the theory of the balance, and for descriptions of various 
forms of balances itnd scales, see VioUe, Cours de Physique, I. p. 245; also Ency- 
clopedia Britannica, 9th ed., article Balance, 
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in which 5 is the specific gravity of the substance, D is its 
density, and d is the density of water. 

Since masses of equal volumes of a substance and of water 
are proportional to their densities, we have also 

S-fy. (3) 

in which M is the mass of a portion of the substance, and W 
is the mass of the same volume of water. 

12. Measurement of density. — The density of a substance 
is determined fundamentally by weighing a measured volume 
of the substance. Thus Borda (and, since his time, others) 
determined the density of water as follows : A glass cube of 
which the volume was calculated from its measured linear 
dimensions was weighed and then submerged in water and 
weighed again. The loss of weight* of the cube is equal to 
the weight (mass) of its volume of water. The mass of a known 
volume of water is thus determined and the density of the 
water may be calculated from equation (i). The density of 
water at a given temperature being thus determined, its density 
at other temperatures may be determined by methods described 
in Chapter IX. 

Measurement of specific gravity, — The specific gravity of a 
substance is determined by weighing equal volumes of the 
substance and of water. The specific gravity may then be 
calculated * by equation (3). When the specific gravity of a 
substance has been determined, its density may be calculated 
by equation (2), the density of water being known. 

The specific gravity of a solid is easily determined by weigh- 
ing it and then submerging it in water and weighing again. 
The loss of weight is the weight of its volume of water. 

In case of a liquid a bottle may be used to measure off equal 

♦ The word weight cannot always be used in its proper sense without awkward 
circumlocution. The verb to weigh indeed signifies either the finding of the mass of 
a body or the finding of the weight (proper) of a body. 
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volumes of the liquid and of water for weighing. The most 
convenient method for determining the specific gravity of a 
liquid is by means of the hydrometer. 

13. The hydrometer. — The ordinary hydrometer (Fig. 11) 
is a glass float with a vertical cylindrical stem. This float sinks 
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Fig. 11. Fig. 12. 

to different depths in liquids of different specific gravities, and 
upon the stem is a scale which indicates the specific gravity of 
the liquid in which the instrument floats. 

For the construction of a specific gravity scale, the water- 
mark w (Fig. 12) and the mark m^ to which the instrument 
sinks in a liquid of known specific gravity a, are determined, 
and the distance / between these marks is measured. The dis- 
tance d from the water-mark to the mark m'y to which the instru- 
ment will sink in a liquid whose specific gravity is s, is 



I — 



d=l- 



I 
I 

a 



(4) 
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from which the position of each mark of the scale may be cal- 
culated. The figure shows such a scale for liquids between 
sp. gr. i.oo and sp. gr. 1.50. 

Proof of equation (4). — A floating body displaces its weight 
of liquid. The volume of water displaced by the instrument 
being considered unity, the displaced volume of the liquid of 

sp. gr. a is -, and the displaced volume of a liquid of sp. gr. s is 

I ^ 

- ; therefore the volume of the stem between water-mark and 

^ I 

tf-mark is i — -, and the volume of stem between water-mark 

'^ I 
and j-mark is i — -. Since the stem is cylindrical, these vol- 
umes are proportional to the distances / and d^ whence the 
formula. 

The hydrometer may be graduated so as to indicate per- 
centage strengths of solutions of a given substance as follows : 
The specific gravities of solutions of the substance of various 
known percentage strengths are determined; these specific 
gravities are substituted in succession for s in equation (4), and 
the marks so located are numbered as percentages. 

Beaumt hydrometer scales , — Various arbitrary scales of equal parts have 
been proposed for hydrometers. Of these scales those of Beaum^ are most 
extensively used. Beaum^'s scale for heavy liquids is constructed by locating 
the water-mark (near the top of the stem) and the mark to which the instru- 
ment sinks in a 15% solution of common salt. The space between these 
marks is divided into fifteen equal parts, and divisions of like size are con- 
tinued down the stem. These marks are numbered downwards from the water- 
mark. A liquid is said to have a specific gravity of 26*^ BeawfU heavy when 
the hydrometer sinks in it to mark number twenty-six on this scale. 

Beaumd's scale for light liquids is constructed by locating the mark to 
which the instrument sinks in a 10% solution of common salt (near the bot- 
tom of the stem) and the water-mark. The space between these marks is 
divided into ten equal parts, and divisions of like size are continued up 
the stem. These divisions are numbered upwards from the salt solution 
mark. A liquid is said to have a specific gravity of 17° Beauini light when 
the hydrometer sinks in it to mark number seventeen on this scale. 

Fahrenheit s hydrometer is a float with a narrow stem which supports a 
pan upon which weights may be placed. It is shown in Fig. 13. Let / 
be the weight of the instrument out of water, w the weights needed on 
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the pan to sink the instrument in water to a certain mark, and / the 
weights needed to sink the instrument to the same mark in a liquid. 



Then the specific gravity of the liquid is 






14. Gravimetric method for 
measuring volume, — The volume 
of a vessel may be determined by 
weighing the water or mercury 
which it will hold, and then calcu- 
lating the volume of the water or 
mercury by equation (i). The 
vessels used by chemists for meas- 
uring volume are standardized in 
this way. The volume of a solid 
may be determined by weighing 
it, then submerging it in water 
and weighing again. The differ- 
ence is the mass of its volume 
of water, and its volume may then 
be calculated from equation (i). 




Fig. 13. 



15. Time. — T\i^ second^ which is the accepted unit of time 
in physical measurements, is defined as the 86400th part of a 
mean solar day. 

Measurement of time, — Any movement of a body which 
repeats itself in equal intervals of time is cdXatdi periodic motion ; 
single movements are called vibrations. All methods, with 
unimportant exceptions, for measuring time depend upon peri- 
odic motion. A yihr3.tmg pendu/um is the most familiar exam- 
ple. T/ie number^ a^ of vibrations in a day^ and the number^ b^ 
in the interval to be measured^ are counted. The interval is 

then - of a day, A clock is simply a machine for maintaining 
a 

and counting the vibrations of a pendulum. In portable clocks 
a balance wheel takes the place of a pendulum. 

Anything which affects the time of vibration of a pendulum 
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leads to erroneous values for time intervals as measured by a 
clock. The time of vibration of a pendulum is affected (a) by- 
temperature, on account of increase of length of pendulum with 
temperature; {b) by variations of atmospheric pressure, on 
account, mainly, of variation of buoyant force of air with pres- 
sure ; {c) by variation in amplitude of vibration ; {d) by irregu- 
larities in the manner in which impulses are imparted to the 
pendulum by the clockwork. The influence of temperature is 
avoided by using what are called compensated pendulums, which 
do not change their effective length with temperature. The 
variations due to {c) are in part obviated by providing constant 
driving power, which requires the gears and escapement to be 
of fine workmanship. The variations due to {d) are obviated 
by using what are called dead beat escapements, which impart 
their impulse to the pendulum at the instant when it passes 
through the vertical position.* 

16. The chronograph. — The determination of a time interval 
by means of a clock requires the clock reading to be taken at 
the beginning and at the end of the interval. Practice enables 
an observer to take the clock reading at the instant of a given 
signal accurately to a tenth of a second, with an approximately 
constant "personal** error, which does not greatly affect the 
value of the interval. In this method, which is called the eye 
and ear method, the observer looks for the signal and listens to 
the beats of the clock. 

The chronograph (Fig. 14) is an instrument for enabling clock 
readings to be taken with greater ease and accuracy than is 
possible by "eye and ear." It consists essentially of a uni- 
formly moving strip of paper usually wrapped about a cylinder. 
Upon this a line is traced by a pen. This pen is fixed to the 

♦ For discussion of errors of clocks, and description of escapements, see Encyclo- 
pedia Britannica, 9th ed., article Clock, For description of compensated chro- 
nometer balance and chronometer escapement, see Lockyer's book entitled Star^ 
gazing, pp. 175 to 210. 
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armature of an electro-magnet, which is excited at each beat of 
the clock by means of an electrical contact device actuated by 
the pendulum. A kink is made in the traced line at each 




excitation of the magnet. At the instant for which the clock 
reading is desired, the electro-magnet is momentarily excited by 
pressing a key which closes an auxiliary circuit. The clock 
reading is determined by measuring off the position of the kink 
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Fig. 15. 

thus produced, among the kinks produced by the beats of the 
pendulum. 

Figure 1 5 shows the reduced facsimile of a portion of the 
sheet upon which a chronographic record has been made. The 
kinks marked a, b, r, etc., are those by means of which the 
observations were recorded. 
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CHAPTER II. 
PHYSICAL QUANTITY.* 

17. Measures: nnits. — In the expression of a physical quantity two 
factors always occur, a numerical factor and a unit. The numerical factor is 
galled the measure of the quantity and its determination is the object of physi- 
.cal measurement. 

Algebraic operations upon physical quantity involve both unit and meas- 

Hre ; for example, am x dn = ad - mn, and am -^ ^« = y . — , where a and d 

b n 

are numerical factors, and m and n are physical units. In such cases mn and 
^ are considered new physical units. Thus lo cm. x lo cm. = loo (c.m.)^; 

ft jyj. 

20 grams -^ ip c.c = 2 -°-l, read grams per cubic centimeter. The word/^r 
cc 

indicates that the unit following is in the denominator. 

18. Units, fundamental and derived. — The fundamental physical units 
are those fixed by arbitrary, preserved standards. 

There is much latitude in the choice of fundamental units. A single funda- 
mental unit is sufficient, but to derive all physical units from one would lead 
to many cases in which the measurements for the determination of a copy of 
a derived unit would be much less accurate than the measurements in which 
this copy is used as a working standard. The units oi lengthy mass, and time 
have been adopted as fundamental units 

Derived physical units are those which are defined in terms of the funda- 
mental units and of which no material standard need be preserved. It often 
occurs that copies of a derived unit are carefully made and preserved, and 
used as " working standards " of reference. 

♦ It is not expected that the student will master the entire contents of this chapter 
before proceeding to the subsequent chapters, but the topics with which it deals are 
of such importance to the study of physics that they have been placed here instead 
of being relegated to an appendix. The student should return to them repeatedly in 
the course of his reading until he has become familiar with the properties of vector 
and scalar quantities. 

18 
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Remark. — Quantities such as area, volume, velocity, electric current, etc., 
for which derived units are used, may be called derived quantities for the 
reason that they are defined (as quantities) in terms of length, mass, and 
time. For exi mple, the density of a body is defined as the ratio of its mass 
to its volume ; the velocity of a body is defined as the quotient obtained by 
dividing the distance traveled during an interval of time, by the interval, etc. 

19. The c. g. s. system of units. — Derived units based upon the centimeter 
as the unit length, the gram as the unit mass, and the second as the unit time, 
are in common use. This system of derived units is called the c. g. s. system. 

Secondary derived units. — In many cases the c. g. s. unit of a quantity is 
either very large or very small in comparison with the ordinarily occurring 
values of the quantity. In such cases it is convenient to use a multiple or a 
submultiple of the c. g. s. unit. Such units are called secondary units or prac- 
tical units. For example, an ordinary incandescent electric lamp has about 
220,000,000,000 c. g. s. units, or 220 ohms of electrical resistance. An ordi- 
nary Leyden jar has, say, 5 x iq-^ * c. g. s. units, or .005 micro-farcuis of 
electrostatic capacity. 

580. Dimensions of derived quantity. — The definition of a derived quantity 
implies in every case an equation which involves that quantity together with 
length, masSj and time. This equation solved for the derived quantity is said 
to express the dimensions of that quantity. 

For example, let / be a length, m a. mass, and / a time ; then area = /* ; 

volume = /* ; density = ^ ; velocity = - ; force = ^ ; magnetic pole = 

^,etc. 
/ 

In those cases in which a derived unit of the c. g. s. system has no specific 
name it is specified by its algebraic expression in terms of the centimeter, the 

or, c.m. 
gram, and the second. Thus the unit of momentum is written ^ 

(spoken gram-centimeter per second). In case of units which have compli- 
cated din\ensions this method is not convenient in speech. Thus we specify 

i f 
fifr. c.m. 

a certain magnetic pole as 150^ , spoken 150 c. g. s. units pole. 

Many derived units have received specific names. Such are the dyne, the erg, 
the ohm^ the volt, etc. 

Remark. — Consider an equation, a -^ cb -\- x •= o, between physical quan- 
tities. Every term of this equation must have the same dimensions in length, 
mass, and time. This test frequently furnishes a very convenient means for 
detecting algebraic mistakes in the formulation of physical problems. 

* It is convenient in writing large numbers to use some positive integral power of 
ten as a factor, and in writing small numbers to use some negative integral power 
of ten as a factor. 
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21. Scalar and vector quantities. — A Scalar is a quantity which has mag- 
nitude only. Volume, mass, time, energy, electric charge, etc., are scalars. 
Scalars conform to all the ordinary rules of algebra ; indeed, ordinary algebra 
is the algebra of scalar quantity. 

A Vector is a quantity which has magnitude and direction. Length, 
velocity, force, etc., are vectors. A vector requires three independent scalar 
specifications, which are called the elements of the vector. These elements 
may be, for example, the components of the vector in each of three chosen 
directions. Thus one may completely specify the velocity of a ball by stating 
how fast it is moving northward, how fast it is moving eastward, and how fast 
it is moving upward. 

Representation of a vector by a line.* — The line is to be drawn in the 
direction of the vector (from any convenient point), and of a length propor- 
tional to the magnitude of the vector. Let a be a vector which is represented 
by a line of length / (Fig. 19). Since the length of the line is proportional 

to «, we have „ , 

a = ^./. (5) 

The quantity 5* is called the scale to which the line represents the vector. 
If the vector is a force, then S is so many units'* force per unit length of line; 
if the vector is a velocity, then S is so many units'* velocity per unit length of 
line, etc. 

22. Vector addition. — Consider a number of similar vectors represented 

/5 by lines a, )8, y (Fig. 16) ; line a being drawn from 

A a point o, line P from the extremity of a, line y 
yy from the extremity of P, etc. The line drawn from 
.^^^ \ ° *^ *^^ terminus of the last line represents the sum 
Fig, 16, of the vectors. 

The vector polygon. — The sum of a number of similar vectors is zero when 
they are parallel and proportional to the respective sides of a closed poly- 
gon, and in the directions in which these sides would be traversed in going 
round the polygon. 

23. Resolution of vectors. — Any vector may be replaced by a number of 
vectors of which it is the sum. The simplest case is that in which a vector is 
replaced by two vectors which are parallel and proportional to the respective 
sides of a parallelogram, of which the diagonal represents the given vector. 
If a rectangular parallelopiped be constructed whose diagonal represents a 
given vector, then the edges of the parallelopiped will represent what are 
called the rectangular components of that vector in the directions of those 
edges. 

♦ The relations of scalar quantities are adequately represented by ordinary algebraic 
formulse; the relations of vector quantities, however, are clearly brought out only by 
means of geometrical diagrams, the lines of which represent the vector quantities 
which are being considered. 
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Example. — Consider a force, F (Fig. 17), pulling on a car which is con- 
strained to move along a track. The force 
F is equivalent to a and ^ combined. The 
force a has no effect in moving the car, so 
that j8 is the effective part of F, This force 
/3 is called the resolved part of F, or the 
component of F in the direction of the track. ^^^' ^^' 

24. Scalar and vector products and quotients. — The product or quotient 
of a scalar and a vector is another vector parallel to the vector factor. 

Examples. — (i) The expression F = pa, in which p is an hydrostatic 
pressure, a an exposed plSne area, and F is the force acting upon that area. 
(Note that the vector direction of an area is its normal.) 

(2) The expression / = 2//, in which v is the velocity of a moving body, 
and / is the distance traveled in time /. 

(3) The expression /"= — , in which F is the force with which a magnetic 
pole m is acted upon in a magnetic field of strength f. 

(4) The expression -— = F,in which W is the work done upon a body in 

a 
moving it through a distance d, and F is the force parallel to d^ which must 
be acting upon the body. 

25. Vector Products. 

Case I. Parallel vectors. — The product or quotient of parallel vectors is 

a scalar. Thus W = Fd, in which W is the work done by a force F acting 

f 
through a distance d in its direction ; / = — , in which p is the pressure in a 

liquid which exerts a force F on an exposed area /? ; y= la, in which F is 
the volume of a prism of base a and altitude /. 

Case II. Orthogonal vectors. — The product of two mutually perpendicu- 
lar vectors is a thircj vector at right angles to both factors. Thus a-=lb and 
^ = y, in which a is the area of a rectangle of length / and breadth b\ T^ Fl, 

in which T is the moment or torque of a force F, and / is its arm. The 
product of a vector and a line perpendicular thereto is called a moment of the 
vector. 

Case III. Oblique vectors. — The product of two oblique vectors consists 
of two parts, one of which is a scalar and the other is a vector. Consider two 
vectors, a and ^ (Fig. 18). Resolve ^ into two «, 

components, ^' and ^", respectively parallel to ^ — : — ^^ 
and perpendicular to a. Then /3"l y/^ 

aP = a{P' + P") = aP' + aP'\ !Z_ |.a 

in which aP' is a scalar and aP" is a vector. The ^* 

scalar part of a vector product is indicated thus, S. aP (read scalar-alpha-betd). 
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The vector part of a vector product is indicated thus, F.afi (read vector- 
alpha-beta) . When V, afi = Oj a and p are parallel ; when S. a)3 = o, a and 
13 are orthogonal. 

Examples, — (i) V,bl is the area of any parallelograim of which b and / 
are the sides. (2) •S'. al is the volume of any parallelopiped of which a is the 
area of the base and / is the other edge. 

26. Constant and yariable quantities. — Many physical quantities are 
either constant or they change so slowly that the phenomena which depend 
upon their variation are inconsiderable. In the study of phenomena which 
depend upon such quantities the attention need not be directed to what is 
taking place at a particular instant, inasmuch as the phenomena persist un- 
changed throughout long intervals of time. 

Other physical quantities are peculiarly subject to rapid variations, and it 
often occurs that certain phenomena depend upon these variations in such a 
way as to be inconsiderable or non-existent when the variations take place 
slowly or not at all. In the study of such phenomena the attention must be 
directed to what takes place at a particular instant. 

The average rate of change of a quantity x during a time interval A/ is de- 
fined as the quotient obtained by dividing the actual change A;r suffered by 
that quantity during the interval, by the interval. The instantaneous rate of 
change of x is the limiting value of this quotient when the time interval is very 
short. The instantaneous rate of change of x is sometimes represented by 
the symbol Xy sometimes by the symbol — . In case x is variable, its rate of 
change is called the second rate of change oi x. It is represented by the 
symbol ir, or by the symbol — ^• 

The dimensions of x and x are - and — respectively. If or is a scalar, x and 
X are scalars. If or is a vector, x and x are vectors. The direction of 
;ir( = ^^isthatof A;r. 

27. Graphical representation of a changing vector. — Consider a changing 
vector a (it may be, for example, the varying velocity of a tossed ball). Im- 

p agine a line / (Fig. 19) to be 

^>'r-*--^^/ drawn from a fixed point O so 

— — i:^---- ' ^ as to represent « at each mstant 




-^^ \ to scale S, Then 

Fig. 19. a = S.l. (i) 

The line / is of course thought of as changing its length and direction so 
as to be always parallel and proportional to «, and as a changes the end P 
of the line will move. Let Kbe the velocity of P, then 

d = S,y, (ii) 
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That is, the velocity of the moving end of the line represents a to the same 
scale to which the line represents a. 

Proof, — After time interval A/ elapses the vector will have become « + Aa, 
which value of the vector will be represented by the new value of the line 
/ + A/, so that 

a + Aa = ^.(/+A/). (iii) 

Subtracting equation (i) from (iii), member by member, we have 

Aa = S, A/, (iv) 

and dividing both members of this equation by A/, we have 

Act e ^^ / \ 

— = S, — (V) 

A/ A/ ^ ^ 

Now — is a and — is the velocity V. q.e.d. 

A/ A/ 

28. General Propositions concerning Rates of Change. 

(a) Consider a quantity x which changes at a constant rate x. The change 
which X suffers in any time interval / is xt. 

(b) Consider a quantity/ which always changes a times as fast as x. If 
the two quantities start from zero together, then y is always equal to ax. If 
y, already has the value C when x is zero, then/ is always equal to ax + C. 

Conversely, if one quantity is always a times as large as another, it must 
always change a times as fast. 

(c) Consider a quantity s which is equal to the sum of a number of variable 
quantities x, y, z. Let A;ir, A/, and Ajs- be the increments of Xy y, and z, re- 
spectively, during an interval A/, then the increment of j is 

Ay = Ar + A/ + A-ar. (i) 

Dividing both members of this expression by A/, we have 

ds_dxdy^dz ...v 

dt~ dt dt di ^"^ 

That is, the rate of change of the sum of a number of quantities is equal 
to the sum of the rates of change of the respective quantities. 

Note. — If the relation (ii) is given, that is, if j is a quantity whose rate 
of change is known to be equal to the sum of the rates ir, j>, and i, then s is 
equal Xo x -\- y -\- z provided that j, r,/, and z start from zero together. 

29. Distributed quantity. — A physical quantity may refer to the state of 
a medium, having definite values at each point, in such a way that the value 
of the quantity at a point specifies the state of the medium at that point. Such 
a quantity is called a distributed quantity. Thus in a liquid the pressure has 
at each point a definite value (distributed scalar), and a moving liquid has 
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at each point a definite velocity (distributed vector). A magnetic field, in 
the same way, has at each point a definite intensity (distributed vector). 
Another example is that of the strain at each point in a distorted solid, which 
is definite in value. 

The distribution of a quantity is said to be homogeneous or uniform when 
it has the same value at all points ; otherwise the distribution is said to be 
non-homogeneous. In the study of phenomena dependent upon distributed 
quantity, in cases in which the distribution is non-homogeneous, the attention 
must be directed to what takes place in small regions, 

30. Complex physical quantity. — A scalar may be defined as a quantity 
which depends upon a single numerical specification. A vector, as has already 
been indicated, depends upon three independent numerical (scalar) specifica- 
tions. There are quantities which are n^ore complex. Thus stress 2C{vA strain^ 
in the simplest case, depend each upon six independent numerical (scalar) 
specifications, and there are other physical quantities of still higher complexity. 
All such complex quantities are intimately connected with geometry, and it is 
very important that the student attain to a degree of familiarity with them, 
inasmuch as the imaging faculty is greatly strengthened thereby. For purposes 
of numerical calculation scalars only are important. For such purposes all 
complex quantity must be degraded to scalars, and the scheme made use of in 
this degradation must be kept in mind. 

Methods for reaching numerical results by vector calculations can only be 
attained by geometrical mechanical appliances as exemplified in graphical 
statics. Arithmetical methods are essentially scalar and require all data to 
be reduced to scalars. 
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CHAPTER III. 
FORCE; LAWS OF MOTION. 

31. Effects of force. — Forces can be measured only in terms 
of their effects.* The notion of force as a quantity is most 
easily gotten from the effect which a force has in distorting a 
body ; as, for example, in stretching of a helical spring. The 
simplest effect of a force, however, is the change which it pro- 
duces in the state of motion of a body, inasmuch as this effect 
is most nearly independent of the physical properties^ of par- 
ticular substances. This effect of force was first precisely 
described by Newton, and by him first used as a measure of 
force ; this effect is now adopted as the fundamental measure 
of force. 

32. Material particle. — It is convenient to distinguish two f 
types of motion ; namely, translatory % motion and rotatory % 
motion ; and in studying the effects of force, translatory motion 
will be considered first and rotatory motion afterwards. A body 
so small that its rotatory motion plays no perceptible rdle in its 

♦ The effect of a force upon a body may be to break the body, to distort it, to 
heat it, or to change its state of motion; or the effect of a force may be to change 
the physical state of a substance, as, for example, the liquefaction of a gas, or to pro- 
duce chemical action, and so on. 

t There are, in fact, many types of motion — translatory motion, rotatory motion, 
expansion, the obscure motion which constitutes the electric current, etc. — and to 
each type of motion there is a corresponding type of force — linear force, twisting 
force or torque, compressing force or pressure, electro-motive force, etc. 

X A body performs translatory motion when all lines in the body remain unchanged 
in direction. A body performs rotatory motion when a certain line in the body 
remains stationary, or, in general, when a certain point of the body remains stationary. 

25 
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behavior^ or so small as to be sensibly concentrated at a pointy is 
called a particle. The earth, for example, as a part of the solar 
system is sensibly a particle. A body which is constrained to 
move without rotation may be treated as a particle in so far as 
its behavior under the action of force is concerned. 

33. The position of a particle is usually specified by its co-ordi- 
nates, X, y, and z, referred to arbitrary axes of reference. The 
line drawn from the origin of co-ordinates to the particle is 
called its position vector. This line is always to be thought 
of when we speak of the position of a particle. 

The displacement of a particle. — When a particle changes 
its position, it is said to be displaced. The displacement is 
usually specified by the changes A;r, Aj, and Asr, in the co-ordi- 
nates of the particle. The line drawn from the initial to the 
final position of a displaced particle is called its displacement 
vector. This line is always to be thought of when we speak 
of the displacement of a particle. 

34. The velocity, v^ of a particle is the limiting value of the 
quotient — , in which A/ is the displacement or movement of 

the particle during the time interval A/. 

The orbit of a particle is the path it describes during its 
motion. The velocity of a particle is at each instant tangential 
to its orbit. 

The components of v are the rates of change of the co-ordinates of the 

particle, viz. : i", /, and i, or -^, --^, and — ^. The dimensions of velocity are 
length divided by time. at at at 

The acceleration, v^ of a particle is the limiting value of the 
quotient -— , in which Ai; is the amount by which the velocity 

of the particle changes during the time interval A/. That is, 
the acceleration of a particle is the rate of change of its velocity. 
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If Vi (Fig. 20) is the velocity of a particle at a given instant 
and V2 is its velocity after the 
time interval At has elapsed, 
then At/, as shown, is the 
change in its velocity during 
the interval. 

The components of v are the second rates of change of the co-ordinates of 
the particle, viz. : r,y, and z, or — ^, — ^, and --|. The dimensions of accel- 
eration are velocity divided by time, or length divided by the square of a time. 

35. Graphical representation of velocity and acceleration. — 
Consider a particle moving in any manner. Let the line / 
(Fig. 21), drawn from a 
fixed point O, represent the 
velocity, v, of the particle 
at each instant, so that 







v = s./i 



(5) 



Fig. 21. 



where s* is the scale to which the line / represents v. 

As the velocity of the particle changes the line / will change, 
the point P will move, and the velocity V of the point P will 
(according to Art. 27) at each instant represent the accelera- 
tion, V, of the particle to the same scale s, so that 

v = s.K (6) 

The path described by the point P (Fig. 21) is called the hodograph to 
the orbit of the particle whose velocity is at each instant represented by the 
line OP, Examples of hodographs are given in Arts. 51 and 56. 

36. Newton's Laws of Motion, f 

I. All bodies persevere in a state of rest or in a state of uni- 

* It should be noticed that unit^ velocity per unit length of line is of the same 
dimensions as units' acceleration per unit velocity^ otherwise the scale s could not be 
the same in equations (5) and (6). 

t In the statement of these laws, the form given to them by Newton has been 
modified by the introduction of terms used elsewhere in this volume, and in all 
modern treatises on Physics. 
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form motion in a straight line, except in so far as they are made 
to change that state by the action of force. 

II. (a) The acceleration of a particle is parallel and propor- 
tional to the force acting upon the particle. 

{d) The acceleration which is produced by a given force is 
inversely proportional to the mass of the particle. 

III. Action is equal to reaction, and in a contrary direction. 
(a) The first law describes the behavior of a body upon 

which no force acts. The behavior is simply that the velocity 
of the body does not change. When the vector sum of a number 
of forces which act on a body is zero, the forces are said to be 
balanced or in equilibrium, and the body (particle) behaves as 
if no force were acting upon it. 

{b) The second law describes the behavior of a body (par- 
ticle) when acted upon by a force. The behavior is simply that 
the body gains velocity in the direction of the force at a rate 
which is proportional to the force and inversely proportional to 
the mass of the body. When Newton expounded this fact, he 
had in mind a quantitative notion of force based, perhaps, upon 
the effect which forces have in producing distortion of elastic 
bodies; else he could not have affirmed that the acceleration 
which a force produces is proportional to the force. The pro- 
duction of acceleration is now adopted as the effect by which 
forces are measured, so that one force is by definition twice as 
great as another if it produces .double the acceleration when acting 
on a given particle, 

(c) The third law expresses the fact that a force is always 
due to the mutual action of two bodies ; that this mutual action 
always consists of a pair of equal and opposite forces ; that one 
of these forces acts upon body number one, and the other upon 
body number two. 

37. Illustrations of the Laws of Motion. 

A train moving on a level track at full speed (uniform 
velocity) is dragged backwards by the track and by the air with 
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a force which is precisely equal to the pull of the locomotive. 
While starting the pull of the locomotive exceeds the drag, and 
while stopping the drag exceeds the pull of the locomotive. 

A body which is supported, for example, by a table, is pushed 
upwards by its support with a force which balances the down- 
ward pull of the earth on the body. When the support is 
removed, the unbalanced pull of the earth imparts velocity to 
the body and it falls. 

When an elevator car is stationary or moving up or down at 
full speed, the tension of the suspending cable is equal to the 
weight of the car. While starting up the pull of the cable ex- 
ceeds the pull of the earth on the car (weight of car), and while 
starting down the pull of the earth on the car exceeds the pull 
of the cable. A passenger in the car stands with his normal 
weight upon the floor when the car is stationary or moving at 
full speed. While starting up the passenger stands with greater 
than his normal weight upon the floor, and while starting down 
the passenger stands with less than his normal weight. 

The fact that the acceleration produced by a given force is 
inversely proportional to the accelerated mass is easily verified 
by means of Atwood*s machine (Article 52). 

The universal tendency of moving bodies to come to rest 
when left to themselves is due to the dragging forces with which 
surrounding bodies act upon a body in motion. 

The water near an orifice in a tank, pushed by the water be- 
hind it, gains velocity and issues as a jet. The issuing water 
pushes back (reaction) upon the water in the tank, and if the 
tank is free it gains velocity in the direction of this reacting 
force. 

38. Formulation of the second law of motion. — According to 
the second law of motion the force (unbalanced) which acts 
upon a particle is proportional to the product of the mass of the 
particle into its acceleration. That is, 

F^kmi), (i) 
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where F is the force acting on a particle, m is the mass of the 
particle, v is the acceleration of the particle, and k is the pro- 
portionality factor. This equation (i) is true whatever units 
are used in the expression of Fy m, and v* 

If we choose as the unit of force that force which will impart 
unit velocity per second to unit masSy then the value of k is unity 
and equation (i) becomes : 

F^ mv. (8) 

The dyne, — The force which imparts velocity to a gram at 
the rate of one centimeter per second per second is called the 
dyne. The force F in equation (8) is expressed in dynes when 
m is expressed in grams and v in centimeters per second per 
second. 

39. Weight: gravitational units of force. — The weight of 
a body is the force with which the earth pulls it. When a body 
is unsupported, the force with which the earth pulls it imparts 
downward velocity to it, and it falls. Let m be the mass of a 
body in grams, W its weight in dynes, and g the rate, in centi- 
meters per second per second, at which it gains velocity when 
it falls. Then by equation (8) we have 

W^mg, (9) 

The acceleration, gy of a falling body is called the intensity of 
gravity. It is slightly different at different places on the earth. 
In middle latitudes its value is approximately 980 ~^. 

The weight of a gram and the weight of a pound are much 
used by engineers as units of force ; these units are called the 
gram (of force) and the pound (of force), respectively. One 
gram (of force) is approximately equal to 980 dynes. One 
pound (of force) is equal to 453.6 x 980 dynes. 

♦ For example, if force is expressed in pounds* weight (that is, in terms of the 
force with which the earth pulls a pound), mass in pounds, and acceleration in feet 
per second per second, then 

/r=: ^m£r approximately. (7) 
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40. Measurement of Force. 

(a) Kifietic method, — The force acting upon a body of known 
mass may be calculated by equation (8), the acceleration of the 
body being determined by observation. This method cannot be 
realized in its simplicity, but it forms the basis of many physical 
measurements. 

{b) Counterpoise method, — The force to be measured is 
applied at one end of a lever, and counterpoised by weights 
of known mass hung on the other end. The magnitude of the 
force is then easily calculated in gravitational measure. In 
case the force to be measured is 
the breaking force of a wire or 
beam, or the force necessary to 
produce a given elongation or flex- 
ure, it may be applied directly by 
means of weights of known mass. 

(f ) By means of the spring dyna- 
mometer — The elongation of 
a spring is proportional to the 
stretching force. The elongation 
due to a known force being ob- 
served, the force which produces 
any observed elongation may be 
calculated. 

Figure 22 shows a well-known form of spring dynamometer 
in which flat springs are used. Such dynamometers are cali- 
brated by applying a series of known forces and marking the 
deflections which they produce. 

41. Systems of particles. — Bodies which are not small enough 
to be looked upon as particles are treated fundamentally * as 

* The treatment of a rotating wheel as a system of particles leads to the concep- 
tions of angular velocity, moment of inertia, angular momentum, torque, etc., and 
once these conceptions are developed the motion of a rigid body may be treated as a 
whole — without the need of looking upon it as a system of particles. The same is 
true of elastic movements, fluid motion, etc. 




Fig. 22. 
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systems of particles. Thus, a rotating wheel or a portion of 
flowing water is a system of particles. We shall speak of the 
collective positions of the particles of a system as the configura- 
tion of the system, and of the collective velocities of the par- 
ticles of a system as the velocity configuration of the system. 
When we wish to speak of a phenomenon as due to either the 
position configuration or the velocity configuration of a system, 
or to both, we shall speak of it as depending upon the state of 
motion of the system. 

A closed system is one which has no force acting upon any 
part of it from outside. There is no such thing in nature jas a 
closed system, but the conception is useful nevertheless. 

We shall find later that a closed system neither gives energy to nor 
receives energy from any other system, so that the total energy of a closed 
system never changes. 

42. The center of mass of a system. — In the study of a 
system of particles a certain point called the center of mass * 
of the system is important. 

Preliminary definition of center of mass, — The center of* 
mass of a system is the point at which, for many purposes, the 
entire mass of the system may be thought of as concentrated. 
Thus the total force with which the earth pulls a body acts at 
its center of mass (Art. 72), and so far as the action of gravity 
is concerned the entire body may be thought of as concentrated 
at the center of mass. 

Examples of centers of mass, — The center of mass of a body 
of uniform density is at the geometrical center of the body. 
The center of mass of two particles lies on the line joining 
them, and the distances of the particles from the center of 
mass are inversely proportional to the respective masses of the 
particles. The center of mass of the earth and moon, for 
instance, is on the line joining the center of the earth and the 

♦ Sometimes called the center of gravity of the system. 
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center of the moon, and it is about 30CXD miles from the center 
of the earth. 

The mass vector. — For the definition of the center of mass 
of a system it is necessary to consider 
what are called the mass vectors of 
the various particles of the system. l 

The mass vector, — Consider a par- 
ticle P (Fig. 23), of mass m, distant / Fig. 23. 
from the reference point O (origin of 

co-ordinates). The line / is the position vector of the particle. 
The product ml{= M) is called the mass vector of the particle. 

That is : 

M — ml, (10) 

The mass vector w/ may be represented by a line drawn in 
the direction of /, and of such length as to represent the product 
ml to a convenient scale. 

Examples, — If one attempts to hold weights at one end of 
a horizontal bar, one recognizes the reality of the mass vector. 
Ten kilograms on a two-meter arm, five kilograms on a four- 
meter arm, two kilograms on a ten-meter arm, are equal mass 
vectors of 20 meter-kilograms. 

If a board is hung in a horizontal position from a point O 
in its upper surface (Fig. 24), and if weights m\ m'\ and m"^ 
are placed on the board, these 
weights will balance each other 
if the sum (vector sum) of 
their mass vectors reckoned 
from O is zero ; that is, if the 
vectors m^T, m'^t\ and »/"7'" 
are parallel and proportional 
to the sides of a triangle as 
shown by the dotted lines. 
The -point O is called the 
center of mass of the weights m\ w", and w'" (Art. 43). 




Fig. 24. 
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43. Center of mass of a system. — Consider the sum of the mass 
vectors /«'/', w"/", WV", etc., of the particles of a system. 
This sum is called the resultant mass vector of the system. 
If this resultant mass vector be divided by the total mass 
w' + w" + m'" + etc. of the system, the quotient is the position 
vector, L, of the center of mass of the system. That is, 

L=^. (II) 

If the resultant mass vector, '2ml, is zero, then L is zero and 
the reference point is the center of mass of the system. That 
is, when the center of mass of a system is chosen as the refer- 
ence point, we have 

2w/=o. (l2) 

Let X, K, and Z be the co-ordinates of the center of mass of a system, 
Xyy, and z the co-ordinates of a particle of mass m^ then equation (ii) is 
equivalent to the three equations : 



and equation (12) is equivalent to the three equations : 

J,mx = o, 
S/«y = o, (14) 

Sw^r = O. 

44. Momentum. — The momentum of a particle is the product 
of its mass m into its velocity v. 

The mass vector of a particle is 

Af = ml. (10^ 

If the particle moves, its velocity v is the rate of change, =^, of its position 
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vector, and the rate of change of M is m times the rate of change of / by 
equation (10) and Art. 28 ; therefore 

Af = mvy 
or 

f=-. (.5) 

That is, the momentum, mv, of a particle is equal to the rate of change, M, 
of its mass vector. 

If the velocity of a particle changes, then the rate of change of M (that 
is, M) is equal to mi/, by equation (15), according to Art. 28. That is, 

jif=i mVy 
^=m^. (16) 

That is, the second rate of change, M, of the mass vector of a particle, or the 
first rate of change of its momentum, is eqiial to the force [see equation (8)] 
acting on the particle. 

45. Conservation of Momentum. 

The sum of the momenta of the particles of a closed system, 
never changes. 

Proof. — Consider two particles of the system. By Newton''s third law these 
act on each other, if at all, with equal and opposite forces. By the previous 
article [equation (16)] the force acting on each particle is equal to the rate of 
change of its momentum. Therefore the mutual action of these two particles 
causes their respective momenta to change at equal and opposite rates so that 
the sum of their momenta is not affected by their mutual action. The same 
is true of every pair of particles in the system, and therefore the sum total of 
the momenta of the various particles of the system does not change. 

Impact. — Consider two bodies (particles*) of which the 
masses are m^ and Wg, and the velocities v^ and v^, respectively. 
The combined momentum of the two particles is m^^ + m^^. 
If the bodies collide, their velocities may change. Let V^ and 
V^ be the respective velocities after impact. Then m-^ ^1 + ^2 ^ 
is the total momentum of the bodies after impact, and by the 
principle of the conservation of momentum, we have 

m^v^ 4- ^2^2 = ^1 f^i + »^2 ^2- ( 1 7) 

* An actual body is called a particle when we wish to indicate that we are attending 
only to its translatory motion. 
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If the bodies move as one after impact, which would be the 
case with two clay balls for example, then Vi= f^, and this 
common velocity of the two bodies after impact is completely 
determined by equation (17). 

46. Motion of Center of Mass. 

Proposition, — The center of mass of a system upon which 
no outside forces act (a closed system) remains stationary or 
moves with uniform velocity in a straight line. 

Proof, — The momentum mv of a particle is equal to the rate of change, 

-^, of its mass vector, by equation (15) ; therefore, writing ml for M ^& per 
at 

equation (10), we have 

mv + m^^ + - = ^ + — ^ — + — . 

But the sum of the rates ^ , , ^ ,^ ^ , etc., is equal to the rate of 
change of the sum ml -^ m^l^ + mj^ + — by Art. 28. Therefore 

mv + m.v. 4- — = — {ml + m^l^ + — )• 
at 

That is, the sum of the momenta of the particles of a system is equal to the 
rate of change of the resultant mass vector, ml -{- m^l^ + •-, of the system. 
But the sum of the momenta of the particles of a closed system is constant by 
Art. 45; therefore ml -\- m^l^-\- *^* changes at a constant rate. Now the 

position vector of the center of mass is Z = ; — 1-^- by Art. 43, 

m + m^ -t ••• 
equation (11), so that L also changes at a constant rate, or the end of Z (the 
center of mass) moves with constant velocity in a straight line. q.e.d. 

Proposition, — The center of mass of a system of particles, 
upon which outside forces act, moves as would a particle of 
mass 'S.m under the action of a force equal to the sum of all 
the external forces which act on the various particles of the 
system. 

Proof. — As in the previous proof, we have mv = -— = ^ ^ , whence 
^y^^(^. Therefore 

mv + m^v^ + m.,v^ + ... = -^ + ^^a + - 
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But lifttl =z L,^m from Art. 43, equation (11), where L is the position 
vector of the center of mass of the system ; and since Sw is constant, we have 
^\ 5;»/ = ^ . 5;«. Therefore 



dt^ dt^ 



A2T 

mv + WjZ'j + m^v^ + ••• = -7^ • Sw. 



Now mv, tn^if^, etc., are the forces acting on the particles, and the forces 
with which the particles act on each other occur in pairs of equal and opposite 
forces ; therefore mv + f^yO^ + ••• is the sum, F, of the external forces acting 

d^L 
on the system. Further -— is the acceleration, V, of the center of mass, and 

^m is the total mass of the system, so that 

F= Vl^m. 

Comparing this with equation (8), it is seen that the center of mass moves 
as described in the proposition. q.e.d. 

47. Examples of Motion of Center of Mass. 

If the center of mass of a rotating wheel and axle is in the 
center of the shaft, it remains stationary, and therefore no out- 
side force need act on the shaft to keep it in place, except the 
force necessary to support the wheel and axle. If the center of 
mass is not in the center of the shaft, the bearings must exert 
force on the shaft to constrain the center of mass to its circular 
path. These forces may be very great in high-speed machinery, 
and therefore a machine part which is to rcTtate at high speed 
must be adjusted until its center of mass is at the center of the 
shaft upon which it rotates. This adjustment is called balancings 
and a machine part so adjusted is said to be balanced. 

If two balls which are tied together with a short string are 
thrown in such a way that the string is kept stretched while the 
balls revolve rapidly about one another, a certain point of the 
string will be seen to describe a smooth parabolic curve, just as 
a simple projectile would do. This point of the string is the 
center of mass of the two balls. The center of mass of the 
earth and the moon describes an elliptic orbit about the sun 
once a year, while the earth and moon rotate about their center 
of mass once every lunar month, in a manner very similar to 
the motion of the two balls just described. 
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48. Uniformly accelerated motion. Falling bodies. — A body 
falling freely under the action of the constant pull of the earth 
gains velocity at a constant rate. 

A body moving thus under the action of any constant force is 
said to have uniformly accelerated motion. 

In accordance with Newton's second law of motion (Art. 36), 
all falling bodies, whatever their mass, gain velocity at the same 
rate, for the reason that the force acting is proportional to the 
mass of the body. 

Consider a particle which gains velocity at a constant rate, 

^^; for example, a falling body. The velocity gained in t 

seconds is 

v^gt, (18) 

Let v^ be the initial velocity of the particle. Then v^-\-gt 
is its velocity after t seconds, and its average * velocity during 
the / seconds is \ \y^ +(^1 +<^0] ^^ ^1 + }<^^> ^"^ ^^ distance 
d fallen by the particle during the / seconds is equal to the 
.product of the average velocity into the time L That is, 

^=^^1^ + *^^^. (19) 

If v^ is zero, equation (19) becomes 

rf= \gfi. (20) 

Eliminating t between equations (18) and (20), we have 



v=^^2gdy (21) 

which expresses the velocity of a falling body after it has fallen 
a distance d. 

49. Projectiles. — When the initial velocity v^ is zero, or 
when it is vertical, \ve have the ordinary case of a falling body. 
The addition to be performed in equation (19) is then done in 
the usual way. When the initial velocity v^ is not vertical, as 

* The average value, daring a given interval of time, of a quantity which changes 
at a constant rate, is equal to half the sum of its initial and final values. 
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yigt' 



Fig. 25. 



in case of a bullet shot from a gun, or of a ball tossed from 
the hand, the falling body is called a projectile. In this case 
equation (19) still holds good, 
but the addition, v^t-^^gfiy is 
vector addition, and is to be 
performed as follows: Draw 
a line OA (Fig. 25) represent- 
ing the distance v^t to scale. 
This line is to be drawn in the 
direction of the initial velocity 
i\ of the ball. From the point A draw the line ABy vertically 
downwards, representing the distance \gl'^ to the same scale. 
The line OB then represents the actual distance, and is in the 
actual direction of the ball from its starting-point after / seconds. 
The orbit of a projectile is a parabola. 

Proof. — Choose the r-axis of reference in the direction of v^^ and the 
j/-axis, vertically downwards, as 
shown in Fig. 26. . Then the 
co-ordinates of the ball after / 
seconds are 

X - v^t, 
Eliminating t, we have 

which is the equation to a parab-. 

ola. Q.E.D. 




aj-Awt 



y«Hflf«* 



Fig. 26. 



50. The range of a gun is the distance from the gun of the 
bullet when it reaches the level of the gun on its downward 
flight. The range / of a gun, ignoring resistance of the air, is 



j__ 2 v^ sin Q cos Q 



(22) 



in which i\ is the initial velocity of the bullet, is the angle 
of elevation of the gun, and g is the acceleration of gravity. 
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%gt' 



Fig. 27. 



Proof. — When the bullet has 
reached the level of the gun, it is 
at B (Fig. 27), and OB is the range /. 
From this figure we have 

Vit cos = 1, 
v^ sin B = \g^. 

Eliminating t from these two equa- 
tions, we have equation (22). q.e.d. 



51. The hodograph to the orbit of a projec- 
tile is a vertical straight line. 

/V^^/. — Let the line OP (Fig. 28) repre- 
sent the initial velocity of a projectile. After 
/ seconds this velocity will have been changed 
by the addition of a vertical velocity, gt, so 
that the line which represents the new velocity 
must terminate in the vertical line AA^ which 
is, therefore, the required hodograph. 




Fig. 28 



52. Experimental Study of Falling Bodies. 

By the use of the inclined plane. — A body roll- 
ing down an inclined plane gains velocity at a 
constant rate, and therefore the distance rolled 
in t seconds is proportional to fi. By giving to 
the plane a slight inclination, and especially by 
choosing for the body a wheel rolling on a small 
axle, the motion may be made slow enough to 
be easily followed, and the above relation verified. 
By means of Atwood's machine, — This machine 
consists of two weights of equal mass. My sus- 
pended by a light cord over a well-balanced, 
light-running pulley, as shown in Fig. 29. A 
small weight of mass m is added to one side, 
and the unbalanced force mgy with which the 
earth pulls the added weight, causes the total 
mass to gain velocity at a constant rate. By 
choosing m quite small the motion may be made 
slow enough to be followed without difficulty. 




Fig. 29. 
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By shooting at a falling ball. — If a gun is aimed at a ball 
which is released by an electro-magnetic device and allowed to 
fall at the instant that the projected ball leaves the muzzle of 
the gun, then the projected ball always strikes the falling ball. 
This is shown to be in accord with equation (19) and with the 
geometrical construction 
of Fig. 25, as follows : 
After / seconds the pro- 
jected ball is at B (Fig. 
30), at a distance \gfi 
below the line OA, and 
the falling ball is at B\ 
likewise at a distance 
\gfi below the line OA, 
Therefore, since the balls are always at the same distance 
below OAy they must collide. 

By the liquid jet — Let JJ {¥ig. 31) be the trace of a jet of 
water from a nozzle held in a horizontal position. This trace 




Fig. 30. 




Flgr. 31. 



may be made by turning the jet carefully against a vertical 
blackboard. The measured lengths of the equidistant vertical 
lines ar^ approximately proportional to the squares of the inte- 
gers I, 2, 3, 4, etc., which shows that the jet forms approxi- 
mately a parabolic curve in accordance with Art. 49. 

53. Projectiles in a resisting medium. — Bodies which are 
projected through the air do not have constant acceleration, be- 
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cause of the resistance which the air offers to their motion. In 
case of a heavy body moving slowly, for example, an iron ball 
tossed from the hand, the resisting force of the air is very small 
compared with the weight of the body, and the motion of the 
body approximates very closely to the ideal motion discussed in 
the foregoing paragraphs. In case of a body which is pro- 
jected at high velocity the resisting force of the air is very 
large, and the motion of the body differs widely from the ideal 
motion. A heavy ball tossed from the hand describes a para- 
bolic curve. A ball shot from a gun describes a so-called 
^^^H VACUUM (PARABou; balHstic curvc. The 
5.Bi,.----^^rVM.Z5---^ dotted curve (Fig. 32) 
represents the para- 
bolic orbit which a 
projectile from a 
modern gun would 
^^^' ^2- describe in a vacuum, 

and the full-line curve represents approximately the curve 
actually described by the shot in air. 

54. Universal gravitation : Newton*s law. — Any two par- 
ticles of matter attract each other with a force F, which is 
directly proportional to ^^, in which m and m! are the masses 

of the respective particles, and rf is the distance between them. 
That is, 

^=/&^. (23) 

in which k is the proportionality factor. The factor k is called 
the gravitation constant. 

Proposition. — The gravitational action of a spherical body on 
an external particle is the same as if all the matter of the sphere 
were concentrated at its center. 

Corollary, — The mutual action of two spheres is the same as 
if each were concentrated at its center. Therefore, if m and fn\ 
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equation (23), are the respective masses of two spheres, d the 
distance between their centers, then F will be their force of at- 
traction. If this force Fbe observed, then k may be calculated. 

55. Determination of the mass of the earth. — The force mg, 
with which the earth attracts a body of mass m [see equations 

(9) and (23)], is 

J mm! 
mg^k—^\ 

whence ^ = '^ -^* (24) 

In this equation m^ is the mass of tfte e^rth, r is the earth's 
radius, and g is the acceleration of gravity. Equation (24) en- 
ables the calculation of the mass, m\ of the earth when k^ gy 
and r are known. This determination was first made by 
Cavendish, the difficult experimental part of his work being the 
observation of the extremely small force of attraction of two 
lead spheres of known' mass at a measured distance, in order 
to determine the quantity, k^ equation (23). The method em- 
ployed by Cavendish is described in Art. 103. 

Remark. — The formulation of the law of gravitation was the 
result of an effort on the part of Newton to find a common 
basis for the three laws of planetary motion previously dis- 
covered by Kepler. To test the newly formulated law, Newton 
applied it to the moon. His computation expressed in modem 
terms is as follows : The value of g at the surface of the earth 

is about 980^; and its value at the moon, according to New- 

-' /1 000^ 

ton's law of gravitation, is, in round numbers, ^o • 980 ^. 

This value of g at the moon must be identical to v of the moon 
in its orbit, as determined by equation (27), in which the mean 
radius in centimeters of the moon's orbit (240,cxxD miles) is 
written for r, and the reciprocal of the number of seconds in a 

sidereal lunar month is written for «. That is, n equals — 

w J 2,360,000 

revolution per second. 
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CIRCULAR AND HARMONIC MOTION; STATICS; ENERGY. 

66. Velocity and acceleration of a particle moving uniformly 

in a circular orbit* — Consider a particle P (Fig. 33) moving 

uniformly n revolutions per second in a circular orbit of radius r. 

The velocity z; of P is 

T; = 2 7rfT«, (25) 

and it is continually at right angles to the radius PO. 
P 




t; P' 



Fig. 33. 

After the lapse of a time interval A/, the particle will have 
moved to Q over an arc v. At, so that the angle A<^ is 

v.Lt 



A<^ = - 



(i) 



Let v^ be the velocity of the particle when it reaches Q, 
Draw the lines O^P^ and O'P" representing v and v^ to scale, 

* A particle moving uniformly in a circular orbit has a velocity which is constant 
in magnitudet but continually changing in direction. This velocity has at each 
instant a definite rate of change v. 
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then the angle between v and z;' is also A<^, and the short arc 
/>'/>" represents Az;, so that 



= Af 



(ii) 



Substituting the value of A<^ from (i) in (ii), and solving for 
At;, we have 



A2; = -.A/, 
r 



or 



A/' 



r 



(iii) 



Az; 



Now — is the acceleration v of the particle /*, and it is paral* 

lei to Az/, that is, to PO \ therefore the particle P gains velocity 
continually towards O at the rate 



z; = — 
r 

Substituting for v its value from equation (25), we have 

z/ = 4 T^r^r, 

The instantaneous state of affairs is more clearly 
represented by the method of Art. 35* as follows : 
From an arbitrary fixed point (y (Fig. 34) imagine 
a line (yp of length / to be drawn representing v 
to scale s at each instant, so that 

V — s.l, (iv) 

The velocity v is constant in magnitude, and 
continually at right angles to r ; therefore the line / 
((7/^) being continually parallel to z/, turns n revo- 
lutions per second about (7, the point P describes a 
circle (the hodograph) of radius /, and the velocity, 
2 7r«/, represents the acceleration z/ of -P at each 
instant to the scale s^ so that 



z' = J. 2 7r/«. 



(V) 



Substituting in this equation the value of s from 
equation (iv), we have 



z; = 4 fl-2« V. 



(26) 




(27) bis. 
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The force required to constrain the particle P to its circular 

orbit (sometimes called the centripetal force) is equal to mv by 

equation (8). Whence, using the value of v from equation (27), 

we have 

/^= 4 Tfin^rm ; (28) 

in which F is the force necessary to constrain a particle of 
mass m to 2i circular orbit of radius r, and n is the number of 
revolutions per second. This force F is directed towards the 
center of the circular orbit. 

57. Examples of Motion in a Circle. 

Consider a stone of mass m twirled on a string of length r, 
n revolutions per second. The string pulls on the stone with 
a force 4 ifit^rm dynes in constraining the stone to its circular 
path. 

It is obvious that whatever the mass of the stone, the tension 
of the string, which is proportional to «^, may be increased 
indefinitely. 

The forces necessary to constrain the various particles of a 
rotatory wheel to circular paths create a stress in the wheel 
which increases with the square of the speed («^), and may 
become great enough to burst the wheel. 

A belt stretched around a pulley must press against the 

face of the pulley sufficiently to prevent slipping. When the 

f ffti^\ 
belt is in motion, a portion ( — ) of the force, which at rest 

would create pressure on the pulley face, is used to constrain 
the particles of the belt to their circular paths, and the belt is 
likely to slip. It is a familiar fact to engineers that high-speed 
belts are apt to slip, especially on small pulleys. 

The centrifugal cream separator is a rapidly rotating bowl - 
AB (Fig. 35), in which fresh milk is placed. The force acting 

on a particle of milk in this separator is ^ 7 times as 
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great as the weight of the particle. There- 
fore the forces tending to separate the cream A 

in the separator are 4 — ^IL times as great 

g 
as the forces which tend to separate the 
cream in a gravity vat. Ordinarily n is about 
lOO revolutions per second, r is about 12 cm., 
and g is 980 ^i, so that the forces acting to 
separate cream in the separator are about 5000 
times as great as the forces acting to separate 
cream from milk in a gravity vat. 

The centrifugal dryer, used in laun- 
dries and in sugar refineries, is a 
rotating bowl AB (Fig. 36) with per- 
forated sides, in which the . material 
MM to be dried is placed. The 
forces acting to drain out the water 

are -^ times as great as they 

g 



\ 








X 1 




It 


1 -i 

• 1 




B 


Axia or 


HOTATKJH 



Fig. 35. 
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I 



Fig. 36. 



would be in a gravity vat with a per- 
forated bottom. In case of ordinary 
laundry dryers n is about 35 revolutions 
per second, and r is about 20 cm., so 

that ±Z^ is about 800. 
g 
A bicycle rider standing as shown in Fig. 37 would needs 
be pulled by a force F, as shown,* to keep him from falling, 
such that 

F6 = mga,^ (i) 

If the rider is traveling in a circular path of radius r, at 
velocity v, the acceleration of the rider is z' = — [equation (26)], 

* The point J^Hhe center of mass of the bicycle and rider. 

J This equation expresses the second condition of equilibrium. (See Art. 68.) 
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Fig. 37. 



r 

circular path. If F (Fig. 37) is numeri- 
cally equal to ^— , but opposite in direc- 

tion, then the removal of the force F 
would leave just that unbalanced force 
which is necessary to constrain the rider 
to his circular path, and there would be 
no tendency for the rider to fall over. 

fitly 

Putting the value for F in equa- 
tion (i), and solving for r, we have 
■t^b 



r = - 



ag 



(29) 



In this equation a and b have the signification shown in Fig. 
37, V is the velocity of the rider, and r is the radius of the 
path which the rider must describe to balance himself. If he 
describes momentarily a path of shorter radius (sharper curva- 
ture), he brings himself easily into a vertical position. The 
radius of the path is, by equation (29), proportional to the square 
of the speed, and it is well known to bicycle riders that a very 
slightly curved path (large value of r) serves to catch a riding 

balance at high speeds. . 



58. Simple harmonic motion 
is the projection on a fixed 
straight line of a uniform mo- 
tioft in a circle. Consider a 
point /*' (Fig. 38) moving uni- 
formly n revolutions per second 
in a circle of radius R, The 
point Py which is the projection 
of P^ on the line^Z>, performs 
simple harmonic motion. 




Fig. 38. 
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59. Definitions. 

Vibration. — One to and fro movement of the point P (Fig. 
38) is called a vibration. 

Frequency. — The number, «, of vibrations per second of 
the point P is equal to the number of revolutions per second of 
the point P\ and is called the frequency of the vibrations. 

Period. — The time r required for one vibration of P is called 
the period of its vibrations. The relation between t and n is 

« = -• (30) 

T 

Amplitude. — The maximum value of jt, namely OD (Fig. 38), 
is called the amplitude of the vibrations of P. This amplitude 
is equal to the radius R of the circular path of P\ 

Equilibrium position. — When the vibrating particle is at O 
(Fig. 38), no force acts upon it, as is explained below; the point 
O is therefore called the equilibrium position of the vibrating 
particle. 

60. Acceleration of, and force action upon, a particle in har- 
monic motion. — The velocity of the point P (Fig, 38) is the 
horizontal component of the velocity of P\ and the acceleration, 
v^ of P is the horizontal component of the acceleration, V y of 
the point P\ From the similar triangles of Fig. 38 we have 

Whence, since z/' = 4 irhi^R from equation (27), we have 

i/ = — 4 7rV^. (31) 

The minus sign is taken for the reason that if is towards the 
left (negative) when x is towards the right (positive). 

The force, F, which must act on the particle P to cause it to 

move in the prescribed manner is equal to mv by equation (8). 

Therefore 

F== -- ^ir^n^mxy (32) 
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in which m is the mass of the particle, n is the frequency of its 
vibrations, x is the distance of the particle from its equilibrium 
position at a given instant, and F is the force acting on the 
particle at that instant. 

From equation (32) we have the following Proposition, If a 
particle is held, for example, by a spring so as to be urged back 
towards its equilibrium position by a force 

F=-ax, (33) 

in which x is the distance of the particle from its equilibrium 
position, and ^ is a constant ; then if started the particle will 
perform simple harmonic motion of such frequency, «, that 

47rV/« = a, (34) 

in which m is the mass of the particle. The amplitude of the 
vibrations depends upon the violence with which the vibrations 
are started, and this does not affect the validity of equation (34) 
provided equation (33) is satisfied. 

If we substitute for n its value - from equation (30), in equa- 
tion (34) we have 

^=«. (35) 

61. Examples of simple harmonic motion. — A pendulum bob 
vibrating through a small arc performs simple harmonic motion. 
The prongs of a vibrating tuning fork perform simple harmonic 
motion. All sounding bodies which give off musical tones per- 
form simultaneously several distinct harmonic movements of 
different frequencies.* 

62. Harmonic motion and the curve of sines. — If the point 

^ (Fig- 39) perform vertical harmonic movements of amplitude 

A^ and if the paper be moved under P in the direction XOy 

with uniform velocity, then P will describe a curve of which 

the equation is 

y=^Asin X, 

* These frequencies are in fact proportional to the integers I, 2, 3, 4, 5, etc. 
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In this equation distances along the ^-axis from intersection 
to intersection are taken equal to tt. This curve is the curve 
of sines. It is the characteristic curve of simple harmonic 
motion. 



£ 



"^^' 




Fig. 40. 

Illustration. — If a pendulum be mounted above the cylinder 
of a chronograph, its oscillations being parallel to the axis of 
the latter and in the same vertical plane 
(Fig. 40), it may be made to trace a 
curve upon the smoked sheet. If the 
motion of the cylinder be uniform, this 
curve will be a curve of sines. To obtain 
such tracings the bob of the pendulum 
is provided with a movable stylus, the 
point of which will remain in contact 
with the cylinder throughout the entire - 
oscillation (Fig. 41). Similar tracings ^ 

may be obtained with vibrating rods, wires, and other soimding 
bodies. 
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Statics. 

63. The effect of a force. — The effect of a force upon a body 
depends upon 

(a) The magnitude of the force. 

(6) Its direction. 

(c) Its point of application. 

In the study of the action of forces on bodies it is convenient 
to distinguish two separate actions of a force corresponding to 
the two possible kinds of motion; namely, translatory motion 
and rotatory motion. 

64. The tendency of a force to produce translation depends 
only upon the direction and magnitude of the force, and is the 
only effective part of a force which acts upon a material parti- 
cle or upon a body constrained to move without rotation. The 
combined tendency of a number of forces to produce translation 
is that of their vector sum. 

65. First condition of equilibrium. — In order that a num- 
ber of forces may have no tendency to produce translatory 
motion of a body, it is necessary and sufficient that their vector 
sum be equal to zero (see Art. 22). This condition requires 
the sum of the components of the forces in any direction to be 
equal to zero ; so that this first condition of equilibrium may 
be formulated thus : 

2F=o, (36) 

2Z = o. 

In these equations X, Y, and Z are the components of the 
various forces in the directions of the axes of reference. 
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66. Torque. — The tendency of a force to produce rotatory 
motion is called torque.^ The torque action of a force is the 
only effective part of a force which acts 
upon a rigid body of which one point is 
fixed. Let F (Fig. 42) be a force acting at 
the point / upon a body, of which the point 
O is fixed. The torque action of this force is 

T=Fl, (3;) 

in which / is the perpendicular distance from 
O to the line of action of the force, as shown 
in the figure. 




Fig. 42. 



67. Components of torque about the axes of reference. — Con- 
sider a force of which the x^ y^ and z components are X^ F, 
and Z, Let jr, y, and z be the co-ordinates of the point of appli- 
cation of this force ; then the torque actions of this force about 
the x^ J, and z axes are 

T^^Zy^Yz, 

Ty^Xz- Zx, (38) 

Tg=s Yx— Xyy respectively. 

Proof, — Consider only T^. From Fig. 43 it is evident that 
Yx is the torque action of Y about the ^-axis, and that — Xy 
is the torque action of X about the y-Axis 
^-axis, this latter being considered 
negative because it tends clockwise 
while Yx tends counterclockwise. 
Therefore Yx—Xy is the total torque 
action of the given force about the 
^-axis, inasmuch as the component 
Z has no tendency to turn the body ot 
about the ^-axis. 



fY 



X-AX18 



Fig. 43. 



* Sometimes called the moment of a force. The discussion of rotatory motion is 
given in Chapter V. ; however, some statements concerning angular velocity, torque, 
etc., are given in the present chapter. 
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Origin of moments. — The point about which the torque 
action of a number of forces is reckoned is called the origin of 
moments. 

68. Second condition of equilibrium. — In order that a num- 
ber of forces may have no tendency to turn a body upon 
which they act, it is necessary* that the sum of the torque 
actions of the forces about each axis of reference be zero. 
That is, 

2(^^-Zr) = o, (39) 

2(Kr-^j) = o. 

69. Couple. — A number of forces may satisfy the first con- 
dition of equilibrium without satisfying the second condition. 
In this case the forces tend to produce rotation only, and their 
action is called a couple, 

70. Three forces in equilibrium intersect in a point. ^ The 
forces must lie in one plane in order to satisfy the first condi- 
tion of equilibrium. Choose the origin of moments at the 
intersection of two of the forces. Then the third force must 
pass through this point, otherwise it will have an unbalanced 
torque action about the point. 

71. Any number of forces, not in equilibrium, acting on a body- 
are together equivalent to a single force, which is called their 
resultant ; except when the forces constitute a couple. 

Proof, — Given a number of forces in equilibrium, omitting 
one of these forces, the combined action of the others must be 
equivalent to an equal and opposite force having the same line 
of action. The exception is also evident, since by omitting one 
of a set of forces in equilibrium the others cannot constitute a 

♦ It can be shown that this is also a sufficient condition providing the first condi- 
tion of equilibrium is satisfied. 



Digitized by CjOOQIC 



ENERGY. 



55 



couple. The magnitude and direction of the resultant of a 
number of forces is determined as their vector sum. The point 
of application of this resultant is the point about which the 
given forces have no torque action. 

72. The center of mass of a body is the point of application of 
the resultant of the parallel forces with which gravity acts upon 
the particles of the body. 

Proof, — Let the origin of co-ordinates O (Fig. 44) be chosen 
at the center of mass of the body, let the X-axis be downwards. 
The force acting on a particle of 
mass A;« is ^m-g, g being the 
acceleration of gravity. The torque 
action of this force about the ^--axis 
is gy^m^ and the total torque action 
of the forces on all the particles is 
gliy^m, which is zero by equation 
(14). That is, the total torque 
action of the forces Aw ^g is zero 
about the center of mass of the ^^^' *** 

body, which is therefore the point of application of the resultant 
of the forces A;;/ *g. 

Work and Energy. 

73. Work and energy. — Whenever the point of application 
of a force moves in the direction of the force, the force is said 
to do work. The work W done by a force F in pulling a body 
through a distance d is 

fF= Fd. (40) 

If F and d are not parallel, then IV— Fd cos 0, where B is the angle be- 
tween F and d. 

74. Units of work or energy, — The work done by unit force 
in pulling a body unit distance is the unit of work or energy. 

The work done by one dyne in pulling a body a distance of 
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one centimeter is called the erg. This unit of work is, for most 
purposes, inconveniently small. The joule is equal to lO^ ergs. 

The work done by a force of one kilogram (weight) pulling a body through 
a distance of one meter is called the kilogram-meter * This unit of work is 
much used by engineers. 

Examples. — A horse pulls a plow with a force of 100,000,000 
dynes (about 100 kilograms' weight) through a distance of 1000 
cm. The work done, viz. i x lo^^ ergs, or i x 10* joules, is 
all dissipated on account of friction. 

A locomotive pulls with a force of i x 10^^ dynes (about 
10,000 kilograms' weight) through a distance of 180,000 cm. in 
bringing a train to full speed. The work done (ignoring fric- 
tion), viz. 18 X lo^* ergs, or 18 x lo"^ joules, is stored in the 
train as kinetic energy. (See Art. 79.) 

The hoisting rope of a mine pulls with a force of 25 x 10^ 
dynes (about 2500 kilograms' weight) upon the cage. The 
work done by this force in lifting the cage through a height of 
10,000 cm., viz. 25 X 10^2 ergs, or 25 x 10' joules, is stored in 
the cage as potential energy. (See Art. 80.) 

75. Power. — The rate at which an agent does work is called 
the power of that agent. 

Units of power, — The c g. s. unit of power is 07ie erg per 
second. The watt is one joule per second^ or lO*^ ergs per second. 
The horse-power \ is 746 watts. 

76. Power developed by a force acting on a moving body. — 

Consider a force, -F, acting upon a body which is moving at 
velocity v in the direction of F. During the interval A/ the 
body moves a distance z;«A/, and the work done during this 
interval by the force -F is AIV= Fv-At, which, divided by the 
interval At, gives the rate at which work is done, or the power, 
P, developed by the force, so that 

P = Fv. (41) 

♦ English engineers use \\\^ foot-pound 2& the unit of work. 
t The horse-power is 550 foot-pounds per second. 
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77. Work done by a torque, and power developed by a torque. 

— The work W done by a torque T in turning a body through 
an angle <f> (about the axis of the torque), is 

W= T4>. (42) 

Proof, — Consider a torque T due to a 
force F (Fig. 45), acting as shown. Then 
T = Fl, When the wheel has turned 
through an angle <^, the point of application 
of the force will have moved a distance <^/ 
in the direction of the force, and an amount 
of work W=F(I>/, or IV =^ Tff), will have been 
done. Q.E.D. 

The power P developed by a torque T, 
which turns a body at angular velocity ©, is 

P=Tco. (43) ''*^-*'- 

Proof. — In time A^ the body will turn through the angle 

6) • A/, and an amount of work Tw • A/ will be done ; this work 

divided by A/ gives the rate at which work is done, or the 

power developed, so that P = To). q.e.d. 

Examples. — A belt pulls with a net* force of 5 x lO^ dynes 

(about 50 kilograms' weight) on the rim of a pulley, the velocity 

of the rim being 1000 ^^ The power transmitted by the belt is 

5 X 10^^ ergs per second, 5 x 10^ watts, or nearly 7 horse-power. 

A shaft subjected to a torque of 5 x \& dyne-cm. (equivalent 

to about 50 kilograms* weight on a 10 cm. arm) runs at a speed 

of 5 revolutions per second, or 10 tt radians per second. The 

power transmitted along the shaft is 5 tt x 10^ ergs per second, 

500 TT watts, or about 2 horse-power. 

78. Measurement of power. — The power of an agent may be 
measured in the following ways : f 

* The difference in tension on the tight and loose sides of the belt. 

t In an electric circuit (see Vol. II., Art. 378) the power is determined by meas- 
uring an electro-motive force and the electric current which it produces. The power 
developed is equal to the product of the two. 
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(a) By measuring a force and the velocity of the body upon 
which it acts. Equation (41) is then used to calculate P. 

(^) By measuring a torque and the angular velocity of the 
body which it turns. Equation (43) is then used to calculate P. 

Example, — Let a be the area of the piston of a steam engine 
and / the average steam pressure in the cylinder. Then the 
average force pushing on the piston is F=:ap. Let /be the 
length of stroke of engine and n its revolutions per second. 
Then the average velocity of the piston is z/ = 2 ht, and the 
power developed is P = Fv = 2 apln. The quantities a^ /, and 
n are easily determined. The average steam pressure is deter- 
mined by means of an instrument called the steam-engine indi- 
cator. 

79. Energy of a system of particles. — When a system of 
particles by virtue of its state of motion * is capable of doing 
work, it is said to possess or store energy. Its energy is meas- 
ured by the work which it can do. 

Kinetic Energy. — The energy stored in a system by virtue of 
its velocity configuration * is called its kinetic energy. For 
example, a moving train possesses energy because of its motion. 

Proposition, — The kinetic energy of a moving particle is 

W^lmv', (44) 

in which m is the mass of the particle and v is its velocity. 

Proof. — The kinetic energy of a particle is measured not 
only by the work which it can do when stopped, but also by the 
work required to establish its motion. Let a constant force F 
act upon a particle of mass w, starting it from rest. This force 
imparts velocity to the particle at a rate v such that 

F=^mv, (i) 

After a time t has elapsed, the velocity gained by the particle 

is 

V = vt, (ii) 

♦ See Art. 41. 
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and the distance traveled by the particle (equation 20) is 

rf=Jz/A (iu) 

Multiplying equations (i) and (iii), member by member, and 

remembering that Fd is the work W which has been done, we 

have 

W^ \mi^fi. (iv) 

But i;2/2 = 2/2^ by equation (ii) 

so that W=^mv^. q.e.d. 

The kinetic energy of a system of particles is the sum of the 
kinetic energies of the individual particles. That is, 

lV=^tmv^. (45) 

80. Potential Energy. — The energy stored in a system by 
virtue of its position configuration * is called the potential energy 
of the system. For example, a weight stores energy by virtue 
of its position relative to the earth ; a bent spring stores energy 
by virtue of its configuration. 

It is necessary to adopt arbitrarily some certain configuration 
of a system, called the zero configiirationy for which the poten- 
tial energy is an unknown constant, and to reckon the potential 
energy of any other given configuration as the work necessary 
to change the system from the zero configuration to the given 
configuration. It is pointed out in Art. 83 that the work re- 
quired to change a system from one configuration to another 
is the same whatever the intermediate stages may be through 
which the system is made to pass. 

81. Dissipation of Energy. — In every actual case of motion 
the moving bodies are subject to friction and to collision. The 
moving bodies are thus brought to rest and their energy is said to 
be dissipated. The principles discussed in the following para- 
graphs have immediate reference to ideal systems in which 

♦ See Art. 41. 
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energy is not dissipated. In the chapters on heat these prin- 
ciples are extended to include systems in which energy is dissi- 
pated. 

82. Mutual relation between the kinetic energy and potential 
energy of a closed* system. — Consider such a movement of the 
particles of a closed system, that the forces with which the 
particles act on each other do work. The kinetic energy of 
the system increases by an amount equal to the work done, and 
the potential energy of the system decreases by the same 
amount. Therefore the sum of the kinetic energy and potential 
energy of a closed system does not change, 

83. Principle of the conservation of energy. Completion of 
the definition of potential energy. — The work required to change 
a system from one configuration to another is independent of the 
intermediate stages through which the system is made to pass. 
If this were not true, the potential energy of a system irt a given 
configuration could not be defined as the work required to bring 
the system from the zero configuration to the given configura- 
tion, for this work would not be definite in amount. Having 
assurance that the conception of potential energy is legitimate, 
the statement given in Art. 82 is legitimate also, so that 

The total energy of a closed system is constant. 

If the total energy of one system (not closed) changes, the 
energy of some other system must change by an equal and 
opposite amount, for the two systems may be looked upon as 
one closed system. Therefore 

Energy cannot be created or destroyed. 

Remark, — The principle of the conservation of energy 
(second, third, and fourth lines of this article) is a result of 
experience, and the student must not expect a proof of it. 

84. Example of a system illustrating the definiteness of 
potential energy. — Consider a body attracted by the earth. 

* A closed system is one upon which no forces act from the outside. 
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The work required to lift this body from a point A to a. point 
B (ignoring the energy which is dissipated by friction) is the 
same whatever the path may be over which the body is carried. 
Let d be the vertical distance between the two points A and B. 
The work done in lifting the body a distance d is mg-d, where 
mg- is the weight of the body. Therefore the potential energy 
of the body at the upper point exceeds its potential energy at 
the lower point by the amount mgd» 

85. Example of motion illustrating the constancy of the total 
energy of a closed system. — Consider a projectile of mass m 
thrown from O (Fig. 46) with 
initial velocity Vi in the direction 
OP. The kinetic energy of the 
projectile is J mv-^. 

After t seconds the projectile 
will have gained vertical velocity 
of amount ^/, so that the velocity 
of the projectile after / seconds 
will be represented by 0P\ and 
its square is equal to v^ + g-^fi — 2 v^gt sin 0. Therefore the 
kinetic energy of the projectile after / seconds is 

J m (v^ H- ^2/2 _ 2 v^gt sin 0), 
and the increment of kinetic energy is 

J mg^fl — mvigt sin 0, 

The distance of the 
projectile below O (Fig. 
47) after / seconds is 
d = ^gfl — v^t sin 0, and 
the decrement of the 
potential energy of the 
projectile (with respect 
to the earth) is equal to the product of its weight w^into d\ 



gt 



V 



Fig. 46. 



(i) 




Fig. 47. 



namely, 



\ mg^t^ — mv^gt sin 0. 



(ii) 
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The identity of (i) and (ii) shows that the increment of 
kinetic energy is equal to the decrement of potential energy. 
If the resistance of the air is perceptible, then the projectile 
continually gives up energy to the air, and the projectile and 
earth do not constitute a closed system. 
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CHAPTER V. 
MOTION OF RIGID BODIES. 

86. Rigid body ; angular velocity ; angular acceleration. — 

The foregoing articles treat of the behavior under the action 
of force of bodies which move without rotation, or of bodies 
(particles) so small that their rotation is of no consequence. 

A body so stiff that there is no perceptible relative motion of 
its parts is called a rigid body. 

The angular velocity of a rigid body is the limiting value of 

the quotient -^, in which A<^ is the angle turned by the body 

about its axis of rotation during the interval Lt. Angular 
velocity is usually expressed in radians per second^ <» ; it may 
also be expressed in revolutions per second^ n. Since there are 
2 TT radians in a revolution, we have 

6) = 2 irn, (46) 

Graphical representation of angular velocity and of angular 
acceleration. — Draw the line OP (Fig. 48) parallel to the axis 
of rotation of the body, and of such length as to represent the 
radians per second (©) to a convenient scale. The positive 
direction of the line (indicated by 
the arrow head) is chosen in that 
direction, along the axis, in which 
the rotating body would move if 
it were a nut turning on a right- 
handed screw. 

After time A/ has elapsed, suppose the angular velocity of the 
body to be that which is represented by the line OP^ ; namely, 

63 
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6) + Aft). Then the quotient — — is called the angular accelera- 

tioHy ft), of the body. During the interval A/ the body will have 
been gaining angular velocity about the line PP' at the rate w. 

87. Motion of a rigid body in a plane. — A rigid body is said 
to move in a plane when all points of the body which lie in the 
plane remain in it. For example, a rotating wheel moves in a 
plane, the connecting rod of a steam engine moves in a plane. 
Consider a rigid body AB (Fig. 49), moving in the plane of the 
paper. The position of the body is completely indicated by the 
position of the line AB fixed in the body. This line is called 
the index line. 








F!g. 49. 

After any change in the position of a rigid body moving in a 
plane, a certain line in the body perpendicular to the plane is in 
its initial position, and the given displacement is equivalent to a 
rotation about that line as an axis. Let AB and A'B' (Fig. 50) 
be the positions of the index line before and after the displace- 
ment. Join AA^ and BB', Erect perpendiculars from the 
middle points of A A' and BB' intersecting at /. From the 
similarity of the triangles pAB and pA'B^ it is evident that 
the same part of the body is at / before and after the displace- 
ment, and that the line through / perpendicular to the paper is 
the line about which the body may, by simple rotation, move 
from its initial to its final position. The angle A<^ of this rota- 
tion is the angle subtended hy AA' or BB^ as seen from /. 
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88. The instantaneous motion of a rigid body moving in a plane 
in any manner, is a motion of rotation about a definite line called 
the instantaneous axis of the motion. Let the displacement 
shown in Fig. 50 be that which takes place in a short interval of 

time A/ ; then --? is the instantaneous angular velocity of the 

body, and the line through /, perpendicular to the paper, is the 
instantaneous axis. During a finite interval of time the motion 
of a body may be irregular. Forces, however, never being infi- 
nite, the motion of a body during an interval approaches uni- 
formity as that interval approaches zero. Therefore the motion 
of a body during a short interval of time is the simplest motion 
which can produce the actual displacement which occurs during 
that interval. 

89. Composition of angular and linear displacements. — Con- 
sider an angular displacement A<^ of a body about the point p 
(Fig. 51), bringing the point O 
to O^ ; and a linear displace- 
ment A/ parallel and equal to 
00, bringing O back to O, 
These two displacements are 
equivalent to an angular dis- 
placement A(^ about O, bring- 
ing Op to Op^ . Let the distance 
of/ from the line 00^ be r\ 
then if A<^ is small. A/ = rA<^. 

90. Resolution of motion in a plane. — From Arts. ^^ and 89 
it follows that the instantaneous motion of a rigid' body in a 
plane may be resolved into a motion of rotation about an arbi- 
trary point combined with a linear velocity. Consider the actual 
displacement represented in Fig. 51, namely, a rotation about O 
bringing / to /'. This displacement is equivalent to an equal 
angular displacement, A(^, about the arbitrary point /, together 
with the linear displacement OO or //'. Let this linear dis- 
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placement be A;r, and let Lt be the interval which elapses during 
the displacement. The actual angular velocity -—■ about the 
point O (the instantaneous center) is equivalent to an angular 
velocity — about the point / combined with a linear velocity 

A •y 

■^ parallel to //'. 

91. Motion of a rigid body with one point fixed. Proposition. — If a rigid 
body, one point of which is fixed, is displaced in any manner whatever, a cer- 
tain line in the body will be in its initial position after the displacement, and 
the given displacement will be equivalent to a rotary movement about this line 
as an axis. 

Proof, — Consider a spherical shell of the body having its center at the 
fixed point. Let AB, Fig. 52, be an arc of a great circle on this spherical 

shell ; the position of AB fixes the position 

^B* of the body, and AB is called the index 

line. Let the movement of the body bring 

AB to A'B'. Connect A A' and BB' by 

arcs of great circles. Draw great circles 

bisecting AA' and BB' at right angles. 

\ / I The point p at the intersection of these 

\ ^^ ^1 circles bisecting A A' and BB' has the same 

\^^^^ / position relative to AB and A'B'^ so that 

A ^"""'^ ^ this point of the shell is in its initial posi- 

Pj 52. tion, and the line drawn from the center of 

the spherical shell to the point p is the axis 
about which the given movement can be produced by rotation. 

Corollary. — The instantaneous motion of a rigid body about a fixed point 
is a motion of simple rotation at definite angular velocity about a definite line 
called the instantaneous axis of the motion. 



92. Kinetic energy of a rotating rigid body; moment of iner- 
tia. — The kinetic energy W of a rigid body rotating about a 
fixed axis is proportional to the square of its angular velocity, 
o); for, the linear velocity of each particle of the body being 
proportional to «, the kinetic energy of each particle (equation 
44) is proportional to oj^, and therefore the total kinetic energy 
is proportional to cd^. We may therefore write 



W^\Ki^, (47) 
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in which ^K is the proportional factor. The quantity K is called 
the moment of inertia of the body about the given axis. 

93. Dependence of moment of inertia upon mass and dimen- 
sions of a body. — Consider a rigid body^ Fig. 53, rotating at 
angular velocity <o about the axis /, which 
is perpendicular to the paper. The linear 
velocity v of the particle of mass A;;/, dis- 
tant r from /, is z; = ro), and the kinetic 
energy of this particle (equation 44) is 
\ Lmt^a?, The total kinetic energy of the 
rotating body therefore is : 

or W^\(»?^r^Lm. (48) 

Comparing equation (48) with equation (47), we have 

K = 2f2Aw. (49) 

That is, the mass of each particle of the body is to be multi- 
plied by the square of its distance from the axis, and the sum 
of such products taken. 

The following are the moments of inertia of some regular 
solids : 




Fig. 53. 



Body. 


Value of K, 


Sphere (axis a diameter) . . • . ... 
Cylinder (axis is the axis of figure) 

Ring (axis the axis of figure, i.e. through center and per- 
pendicular to plane of ring ; [r« and r< are outer and 
inner radii]) 

Rod (axis at end and perpendicular to the axis of figure ; 
[/= length of rod]) 

Cone (axis the axis of figure ; [r is the radius at the base]) 


m — 
2 

m 

2 

/a 

m ' - 
3 



Example of the calculation of moment of inertia, — Consider a circular 
disk of mass M and radius R rotating about the axis. The mass per unit 
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M 
area of face of disk is -—-r The mass, Aw, of the portion of the disk which 

lies between the circles of radii r and r + Ar is : 

Aw=-^.2irrAr. 
Substituting this value of Am in equation 49, we have : 

The sum Sr^Ar, taken between the limits r = o and r — R, is equal to 
\R\ so that 

K=\MR'^. 

That is, the moment of inertia of the disk is equal to one-half the product 
of its mass into the square of its radius, and the radius of gyration of the disk 

is the length whose square is equal to\R^\ that is, — z- 

V2 

nt 

94. Radius of gyration. — Let — be the mass of each particle, 

Aw, of the rotating body, m being the total mass and n a large 

fft 
number. Writing — for Lm in equation (49), we have 

n 

or putting R^=- S/^, (50) 

ft 

we have K=mR^. (51) 

The length R is called the radius of gyration of the rotating 
body ; it is equal, by equation 50, to the square root of the aver- 
age square of the distances of the various particles (of equal 
mass) of the body from the axis. 

95. Relation between moments of inertia about parallel axes. 

— Let K be the moment of inertia of a body of mass m about 
a given. axis passing through the center of mass of the body, 
and W its moment of inertia about another axis parallel thereto 
and distant a from the center of mass ; then 

K" =K + a^m. (52) 
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Proof. — Let C (Fig. 54) be the center of mass of the body 
chosen as the origin of co-ordinates, and let / be the axis, per- 
pendicular to the paper, about which 
AT' is reckoned. Consider a particle 
Aw, distant r from C, distant / from p^ 
and of which the co-ordinates are x y. 
We have 




^2 -_ ^ _|. ^3 _ 2 n? cos <^, 

and Ar' = 2/2Aw(49); 

whence 

A''= Sf^Aw -h^^SA^/ — 2^Srcos <^A»i. 

Now a^^^m = ahn ; 2;^Aw = AT from equation (49); 
and 2r cos <^«w = ^xAm = o from equation ( 14) ; 

so that K' = K + c?m. 



Q.E.D. 



96. Relation between torque and angular acceleration. — A 

torque T acting on a body of which the moment of inertia is K^ 
imparts angular velocity to the body at the rate m such that 



T^K^, 



(S3) 



Proof. — From equation 47 we have = A^w— , or, since the rate of in- 
crease of energy, of a rotating body is equal to the power P expended on the 
body, we have P = A'wo), where a> is written for --^» Now the power ex- 
pended on a rotating body is always equal to the product of the driving torque 
T'into the angular velocity o) (equation 43). Therefore 7^= Kmia = Tcd, or, 

T^Kia. Q.E.D. 



97. Correspondence between translatory motion and rotatory 
motion. — To every equation in translatory motion there is a 
corresponding similar equation in rotatory motion in which 
moment of inertia takes the place of mass, angle takes the place 
of distance, angular velocity takes the place of linear velocity, 
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angular acceleration takes the place of linear acceleration, torque 
takes the place of force, etc. The following table exhibits the 
pairs of equations which have been already discussed. 



TABLE. 



Translatory Motion 




Rotatory Motion. 




F=mv 


(8) 


T=Ki3i 


(53) 


lV=Fd 


(40) 


W=T4> 


(42) 


P=Fv 


(41) 


P=Ti3i 


(43) 


lV=\mv^ 


(44) 


W=\Kio^ 


(47) 



In addition to these there are equations of harmonic rotatory 
motion corresponding to the equations of harmonic translatory 
motion ; namely, 

Translatory Motion. Rotatory Motion. 

F=-ax (33) T=-d<l> (54) 

a = 4vVm (34) d = 4v^^/C (55) 

The meaning of equations 54 and 55 is explained in the next 
article. 

98. Proposition concerning harmonic rotatory motion. — From 
equations 54 and 55 we have the following proposition corre- 
sponding to the proposition given in article 60. 

If a body is held so as to be urged back towards its equilib- 
rium position by a torque 

T= - 6<l>, (54) 

in which (f> is the angle through which the body has been turned 
from its equilibrium position and ^ is a constant ; then if started, 
the body will perform simple harmonic rotatory motion of such 
frequency n that 

* = 4^«2A'. (55) 

in which K is the moment of inertia of the body. If we substi- 
tute for « the value -, where r is the period of one vibration, 

T 

equation 55 becomes , _orr 

i=^ (56) 
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An example of harmonic rotatory motion is discussed in the 
article on the Torsion Pendulum. 

99. The gyroscope.* — Consider a wheel rotating at angular 
velocity a> about the line OP^ Fig. 55. This line represents 
the angular velocity to scale. Let a torque 
about the axis OT act upon the wheel for a 
short interval of time, producing the additional 
angular velocity Ao) about the axis OT oi the 
torque, then the resultant angular velocity of 
the wheel will be about the axis 0P\ If the 
torque is continuous and if its axis changes so 
as to be at each instant at right angles to the 
resultant angular velocity, then the axis of rota- 
tion of the wheel will turn about O at a uniform 
rate in the direction of the arrow ef, while the speed of the 
wheel remains unchanged except for friction at the bearings. 

A wheel mounted to show this 
action of a torque is called a gyro- 
scope. 

Fig. 56 shows a top view of a gyro- 
scope. The metal ring is supported 
on a point below O, and the weight 
of the wheel and ring produces the 
torque T. ' 

The action of the gyroscope is ex- 
plained directly by considering the 
motion of the particles of the rotating 
body, as follows : 




T <^"^v^^C 




O 

Fig. 56. 

Consider a circular disk (Fig. 57) rotating rapidly in the direc- 
tion ef^ at an angular velocity a>, about an axis O perpendicular 
to the plane of the disk. Suppose this axis to turn slowly 
at an angular velocity aJ about the fixed line AB^ in such direc- 

♦ The gyroscope is the case of rotatory motion which corresponds to the motion 
of a particle in a circular path. 
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tion as to bring the limb C of the disk towards the observer. 
Consider the velocity v of the successive particles as they 

pass the point P, If the axis 
O of the disk were stationary, 
this velocity v would be con- 
stant both in magnitude and 
direction; but since the axis O 
turns about AB, v changes. If 
we draw a line O^ P^ represent- 
ing V to scale, this line O^ P^ 
will sweep round a circular 
cone at angular velocity a>'. 
The velocity of the point P^ in 
the diagram is towards the ob- 
server, and represents v to the 
same scale that O^ P^ represents 
V ; hence v = tJv cos 6. Sub- 
stituting (or for V, and multiply- 
ing by the mass of the particle 
at P, Aw, we have AF= o/wrcos ^Aw, which is the force, aside 
from such force as keeps the particle in its circular path, neces- 
sarily acting on the particles %% they pass through P, These 
forces AF are all towards the observer above DC^ and away 
from the observer below DC, ^x^^ therefore their resultant is 
a torque about the axis I)C, 

100. The torsion pendulum. — A body hung by a wire is in 
equilibrium when the wire is untwisted. When turned about 
the wire as an axis through an angle ^ from its equilibrium 
position, the body is urged back by a torque T which is pro- 
portional to <^, so that 

T^ - b^, (54) bis 

The proportionality factor b is called ^t^ie constant of torsion 




Fig. 57. 
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of the wire. If the body be started, it will perform harmonic 
rotatory motion of such frequency that 

^-:^ = b, (56) bis 

in which JiT is the moment of inertia of the body and r is the 
period of its vibrations. A body vibrating in the manner here 
described is called a torsion pendulum. The balance wheel 
of a watch is a torsion pendulum, the governing torque being 
due to the hair spring. 

Remark. — The constant of torsion of a wire may be calcu- 
lated from equation 56, when K is known and t observed. 

101. Use of torsion pendulum in the comparison of moments 
of inertia. — If two bodies are hung from the same wire in 
succession and their periods of torsional vibration t and t' ob- 
served, then we have 

K T^ 

whence • 'W^'^' ^^'^^ 

in which K and I<} are the respective moments of inertia of 
the bodies. 

102. Use of the torsion pendulum in the measurement of very 
small forces. — When used for this purpose, the torsion pendu- 
lum is called a torsion balance. With such an instrument, the 
essential features of which are shown in Fig. 58, Coulomb inves- 
tigated the laws of electrostatic attraction and repulsion, and 
the mutual action of magnets. The torsion pendulum is used 
as follows : A body of known moment of inertia is suspended 
by the wire, and the period of its vibrations is observed. The 
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constant of torsion b of the wire is then calculated from equa- 
tion (56). The torque T'to be measured is then made to act 
upon a body suspended by the wire, and the angle 0, through 




Fig. 58. 

which the wire must be twisted to balance 7", is observed, 

whence T==d(f) from equation (54). 

In case a very weak force is to be determined, the force F 

(Fig- 59) is made to act upon a 
body B fixed to one end of a hori- 
zontal arm A A, suspended at the 
point IV by the wire. The torque 
due to F is F/, which is equal to 6<f>, 
so that / being known, the force F 
may be calculated. 







W A 



<D 



Fig. 59. 



103. Cavendish's experiment "^ for the determination of the 
constant of gravitation (see Arts. 54 and 55). — Two lead balls, 

* Repeated by Bailie (1S42}, Reich (1852), Cornu and Bailie (1878). 
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\ 

\ 
\ 



A 



Bff (Fig. 60), carried by a light horizontal arm //, were suspended 

by a wire from a point ^F(the plane 

of the paper is horizontal), form- fs^ 

ing a torsion balance. Two mas- V^X 

sive lead balls SS were arranged i m • 

B' I I T 

as shown, and the gravitational 

attraction between 5 and B and 
S and . B^ was measured as ex- pj^ ^q 

plained above. From this meas- 
urement Cavendish calculated the constant of gravitation and 
the mass of the earth as explained in Arts. 54 and 55. 

104. The gravity pendulum. — Consider a rigid body of mass 
m suspended so as to be free to turn about a „. 
horizontal axis /. Let C'(Fig. 61) be the cen- 
ter of mass of the body (vertically below / 
when the* body is in equilibrium). Let the 
body be turned to one side through the angle* 
^. The torque T tending to bring tlte body 
back into its vertical position is ^| J\ , 

T= — mgx sin <^, (i) Ci<^^^ - 

in which x is the distance pC, When <^ is small, 
then sin <l> = (f>, and equation (i) becomes 

T= -mgxij), (ii) Fig. 61. 

Comparing this with equations (54) and (56), we find that 

^ = ^g^, (58) 

in which K is the moment of inertia of the body about the axis 
/, T is the period of its vibrations, and g is the acceleration of 
gravity. A rigid body suspended in this manner is called a 
gravity pendulum or simply a pendulum. 

105. The equivalent length of a pendulum. — Imagine the 
pendulum just described to consist of a small bob of mass m 



\ 

\ 
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suspended by a thin rod of length / and of which the mass is 
negligible. Then K =^ ml^ from (49); and equation (58), when 
solved for /, becomes 

Such a pendulum is called a simple pendulum. The quantity 
— ^ is for any pendulum called its equivalent length. Solving 
equation (58) for — ^, we have 

/=^ (60) 

in which / is the equivalent length of the pendulum. The 
point in the line pC (Fig. 61) at a distance of / from / is called 
the center of oscillation of the pendulum. This point is also 
called the center of percussion, for the reason that if the pendu- 
lum is started or stopped by a force applied at this 
point, no side force is produced on the axis. ' 



0, 



o„u^ 

Fig. 62. 



106. The r^ersion pendulum. Determination of 
gravity, — Consider a body of mass m, its center of 
mass at O, Fig. 62. Let O', (9, and C^" be co-linear 
points, let r' and r" be the vibration periods of the 
body swung as a pendulum from (9' and C^" respec- 
tively, and let K, K\ and K" be the moments of inertia 
of the body about O, 0\ and C respectively. From 
equation (58) we have 

^"72"=^^ (1) 

and ^ = mgy. (ii) 



From equation (52) we have 

AT' =K + x^m, (iii) 

K''=^K + y'm. (iv) 
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Substituting these values of K and A'" in (i) and (ii), we have 
3 — L— -i: i-^mgx, (v) 



r'2 



47r2(7r + y/;g) . 



r//2 



mgy, (vi) 



2^ 

Eliminating — from (v) and (vi), we have 

If t' = t", we may cancel (j^ — >*), if {x — y) is not equal to 
zero, giving 

^-'\^y) =g. (62) 

T 

(i) If the pendulum has been adjusted by repeated trial, so 
that t' = t", then equation (62) enables the calculation of g 
when (x + j) and r' have been observed. 

(2) If the pendulum has not been adjusted, equation (61) 
enables the calculation of g when x^ y, t', and t" have been ob- 
served. 

(3) If the pendulum has been roughly adjusted, so that t' and 
t" are nearly equal, then equal and opposite errors in x and y 
very nearly annul each other in their influence upon the value of g 
as calculated by equation 61. Therefore equation (61) gives g 
very accurately when t' and r" are nearly equal, {x -f^) being 
measured with great accuracy and x measured roughly. The 
value of y is taken from (x -\-y) — x, so that its error may coun- 
teract the error due to the roughly measured value of x. The 
position of the center of mass (?, Fig. 62, is found with sufficient 
accuracy for this rough measurement of Xy by balancing the 
pendulum horizontally on a knife edge. 

. . o 
ATote. — When ;r = J, equation (61) becomes indeterminate, givmg - = ^, 

and in this case equation (62.) is not necessarily true, since it has been de- 
rived from equation (61) by cancelling (x —y), which is zero. 
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107. Conjugate relation between point of support and center of 

oscillation of a pendulum. — Solving equation {62) for ;r 4- ^ 

and putting r for the common value of r' and t", we have 

2 2 

X -\-y ^ ^-^y which, being identical to /= —i^ (59), shows that 

(?" is the center of oscillation of the pendulum when O^ is the 
point of support, and vice versa. 



O' 



♦i A?71 



Fig. 63. 



108. Identity of center of oscillation and center 
of percussion of a pendulum. — Consider a pendu- 
lum suspended at O', Fig. 63, with its center of 
mass at O distant x below 0\ and its center of per- 
cussion at O" distant / below O'. If the pendulum 
turns about Cy at angular velocity w, then z/ = rcu is 
the linear velocity of a particle ^m of the penduliim 
distant r below 0\ and v = ria is the acceleration 
of this particle, so that F = ^m •v = r6}' Aw is 
the side force necessarily acting upon the particle 
Aw. Similar forces must act on all the particles of 
the pendulum. The resultant of all such forces 
must pass through the center of percussion, for that 
is, by definition, the point at which a single force 
acting upon the pendulum will start it moving; 
therefor^ the total torque action of these forces about 
O" must be zero. That is, 2(/ — r)r(o • A;// = O, or 
rS^r • Aw = Sr^Aw. But Sr^Aw = A' is the moment 
of inertia of the pendulum about (7 and Sr • Am = mx 

from equation (13), w being the total mass of the 

j^ 
pendulum. Therefore lmx=K. or / = — , which 

mx 

being identical to equation (60) shows that O" is 

al§o the center of oscillations of the pendulum. 



109. Experimental verification of the laws of the pendulum. — 
The relation between the length of a simple pendulum, its 
vibration period, and the acceleration of gravity is 



or, 



47r* 

T = 2 TT V-- 



(59) bis 
(63) 
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provided the amplitude <f> of the vibrations is so small that 
sin ^ = <^, sensibly, as assumed in article 104. 
Therefore : 



{a) The vibration period of a simple 
pendulum is proportional to 
the square root of its length. 

(d) The vibration period of a pen- 
dulum is inversely propor- 
tional to the square root of 
the acceleration of gravity. 

(c) The vibration period of a pen- 
dulum is independent of the 
amplitude of its vibrations un- 
less the amplitude is large. 




Fig. 64. 



These relations may be readily verified by experiment. To 
test the truth of {6) an apparatus devised by Mach is frequently 
used. It consists of a pendulum (Fig. 64), the 
axis of support of which can be inclined at will. ^ 
When the inclination of the axis is a, as shown 
in the figure, the effective value of £• becomes T^LJ?} 
^cosa, and the vibration period is found to in- 
crease in accordance with the above statement {b). 



110. Determination of the acceleration of gravity 
by means of the pendulum. — The most accurate 
method for^the determination of the acceleration 
of gravity is by means of the reversion pendulum, 
as explained in article 106. This method avoids 
the need of knowing the moment of inertia of 
the pendulum, and is due to Kater(i8i8). In its 
best form the reversion pendulum is so designed 
as to be symmetrical in shape, with the knife 
edges symmetrically situated, as shown in Fig. 
6$, and one end of the pendulum is loaded so that the 



Fig. 66. 



f^^ 



Fig. 65. 
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of mass may not be midway between the knife edges. The 
influence of the surrounding air is then the same whether the 
pendulum is suspended from aa or from bb, and may be allowed 
for approximately by computation. 

For the comparison of the acceleration of gravity at various 
places with its value at some station where it is accurately 
known, small non-reversible pendulums of the forms shown in 
Figs. 66 and 67 are used.* 

The following are some of the results of the experimental 
determination of g\ 

TABLE 



Locality. 


Latitude. 


Longitude. 


Elevation. 


Value of g 

(NOT 

reduced to 
sea-level). 


Boston, Mass 

Philadelphia, Pa. . . . 
Washington, D.C. . . 

Ithaca, N.Y 

Cleveland, O 

Cincinnati, O 

Terre Haute, Ind. . . 

Chicago, 111 

St. Louis, Mo 

Kansas City, Mo. . . . 

Denver, Col 

San Francisco, Cal. . . 

Greenwich 

Paris 

Berlin 

Vienna 

Rome 

Hammerfest 


42° 21' 33" 
39° 57' 06'" 
38° 53' 20" 
42° 27' 04'' 
41° 30' 22" 
39° 08' 20'' 
39° 28' 42'' 
41° 47' 25" 
38° 38' 03" 
39° 05' 50'' 
39- 40' 36" 
37" 47' 00'' 

51° 29' 00" 
48° 50' 11" 
52° 30' 16" 
48° 12' 35" 

41° 53' 53" 
70° 40' 00" 


71° 03' 50" 
75° 11' 40'' 

77°o»'32" 
76° 29' 00'' 
81° 36' 38" 
84° 25' 20" 

87° 23' 49" 
87° 36' 03" 
90° 12' 13" 
94° 35' 21" 

104° 56' 55" 
122° 26' 00" 

o°oo'oo" 
2° 20' 15" 

13-23' 44" 
16° 22 '55" 
12° 28' 45" 
22° 38' 00" 


22 meters 
16 « 
10 " 

247 " 
210 " 

245 " 
151 
182 " 

154 " 

278 « 

1638 " 

114 " 

47 " 
72 « 

35 " 
150 " 

53 " 


980.382 
980.182 
980.100 
980.286 
980.227 
979.990 
980.058 
980.264 
979.987 
979.976 

979.595 
979.951 

981.170 
980.960 
981.240 
980.852 
980.312 
982.580 



♦ Mendenhall, Report of the U. S. Coast and Geodetic Survey, 1891, II, p. 504; 
also G. R. Putnam, Bulletin Philosophical Society of Washington, Vol. XIII, p. 31. 
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CHAPTER VI. 
ELASTICITY; FRICTION OF SOLIDS. 

111. Stress and strain. — When external forces act upon a 
body and tend to change its shape, internal forces are brought 
into action between contiguous parts of the body throughout. 
This force action between contiguous parts of a body is called 
stress. 

A body under stress is always distorted; such distortion is 
called strain. 

Strain. 

112. Principal stretches of a strain.* — A small spherical por- 
tion of a body becomes an ellipsoid when the body is strained, f 

A distortion which changes a sphere into an ellipsoid is 
always equivalent to three mutually perpendicular stretches, 
parallel, if there has been no rotation, to the axes of the result- 

♦ Sometimes called principal dilatations. 

\ Proof. — Let the origin of co-ordinates be chosen at the center of the small 
spherical portion of the body. Let x^ -\- y^ + t^ = r^ be the equation to the surface 
of this small sphere. Let x', y\ and £;' be the co-ordinates of the point xyz after 
strain. If there is no rupture in the neighborhood, x\ y\ and z^ are continuous func- 
tions of Xf y, and z, and may each be expanded in a series of ascending powers of 
X, y, and z. Since x, y, and s are very small, squares and higher powers may be 
neglected, giving 

x' — aix -f ^1^ + ciz, 
y' = a2X 4- ^2> + C2Z, 
z' = a^+ b^y 4- ^s«, 

in which the tf*j, ^'j, and c*s are constants. These equations transform the equation 
to the small sphere into an equation still of the second degree, which can be shown 
to be the equation to an ellipsoid. 

G 8i 
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ing ellipsoid.* A stretch here signifies a uniform increase (or 
decrease) in the linear dimensions of a body in a certain direc- 
tion. Let I : I 4- a be the ratio of increase of linear dimensions 
of a body in the direction of a stretch. The quantity a is 
adopted as the measure of the stretch. The three stretches of 
a strain are here represented by % /9, and 7. 

113. The strain ellipsoid. — The semiaxes of the actual ellip- 
soid into which a small spherical portion of radius, r, of a body 
is distorted by a strain, are (i 4- a)r, (i + I3)r, and (i 4- y)r. An 
ellipsoid, similarly related to a sphere of tmit radius, having 
semiaxes (i + «), (i + )8), and (1+7) parallel to the respective 
axes of the small ellipsoid, is called the strain ellipsoid. This 
strain ellipsoid in its relation to the unit sphere is a complete 
geometrical representation of the distortion of the small spheri- 
cal portion of the body. 

Axes of strain. — The directions of the stretches of a strain 
or of the axes of the strain ellipsoid are called the axes of the 
strain. 

114. Homogeneous strains. — A body is said to be homoge- 
neously strained when the strain ellipsoids in all parts of a body 
are similar and similarly placed. A stretched wire is homoge- 
neously strained. A bent beam and a twisted wire are examples 
of non-homogeneous strain. 

Remark, — All that is here said of stress and strain applies 
either to finite portions of bodies homogeneous y stressed or 
strained, or to the smaller parts of bodies non-h Dmogeneously 
stressed or strained. , 

115. Distortion of a cubical portion of a body. — A cubical 
portion of a body becomes, after a strain, a parallelopiped. 

* This proposition is a generalization of the one to the effect that the distortion 
which changes a circle to an ellipse is always equivalent to two mutually perpendicu- 
lar stretches. 
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If the edges of the cube are parallel to the axes of the strain, 
the parallelepiped will be rectangular, otherwise not. 

116. Specification of strain. — A strain unaccompanied by rota- 
tion is completely specified by its stretches a, )8, and 7, together 
with the three angles necessary to specify their directions. 

Stress. 

117. Stress on a section. — Imagine a small plane area A 5, 
called a section, in the interior of a body under stress. The 
portions of the body on the two sides of this section act on 
each other in a certain direction with a force AF. The quotient 
—- is called the stress on the section. When ^F is perpen- 

dicular to A^", the stress is called a normal stress. When A/* 
lies in the plane of A5, the stress is called a tangential stress. 
When A/^is in any other direction, the stress on the section can 
be resolved into normal and tangential components. 

118. Homogeneous stress. — A body is said to be under homo- 
geneous stress when the stress on all parallel sections is the 
same in magnitude and direction. The stress in a stretched 
wire is homogeneous ; the stress in a twisted wire is non-homo- 
geneous. 

119. Principal sections of a stress; pulls of a stress. — The 
conditions of equilibrium of a small portion of a body, as ex- 
pressed by equations (39), lead * to the result that at a point in 
a body under stress there must be three mutually perpendicular 
sections upon which the stress is normal. That is, the stress in 
the neighborhood of a point in a body consists of three mutually 
perpendicular pulls. \ These three sections are called the prin- 

♦ For details of proof see Ency. Brit., 9th ed.. Theory of Elasticity, Chap. III. 
— Sir W. Thomson. 

fThe word puU here signifies a normal stress on a section, that is force per unit 
area, a push being considered a negative puU. 
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cipal sections of the stress, and the three pulls are called the 
elements of the stress. 

120. Axes of a stress. — The directions of the three pulls of a 
stress are called the axes of the stress. 

121. Specification of stress. — A stress is completely specified 
by its three pulls, together with the three angles necessary to 
specify their directions. 

122. Problem. — To find the stress on any section when the 
stress is specified as above, and the direction of the normal to 
the given section is specified. Let OX^ O V, and OZ(Fig. 68) be 
the axes of the stress ; /, ^, and /i the pulls parallel to X, V, and 
Z respectively ; XYZ the given section of area ^. Let /, m, and 
n be the angles between the normal to the given section, and 
the axes X, F, and Z respectively. Consider the material inside 
the tetrahedron -X'FZd?. It is in equilibrium; therefore (equa- 
tions 36) the forces acting on this 
material across the faces YOZ, XOZ, 
and XO Y are equal and opposite to 
the respective components of the force 
acting across the given section XYZ.^ 
Dividing these components of the 
force acting across XYZ by ^, we 
have the components of the required 
stress on XYZ. The areas of YOZj 
XOZ, and XOY are q cos /, q cos m, 

and q cos n respectively. The forces acting across these faces 
are —fq cos /, — gq cos w, and — hq cos «, respectively. Since 
/, gj and // are pulls, these forces are considered negative. 
They are in the negative directions of the respective axes. 
The components of the stress on the section XYZ are, there- 
fore, f cos 1, g cos m, and h cos n. 




Fig. 68. 
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Relations of Stress and Strain. 

123. Isotropy and aelotropy. — A body is said to be isotropic 
when it has identically the same physical properties in all direc- 
tions ; otherwise it is said to be selotropic. Annealed glass, cast 
metal, liquids, gases, etc., are isotropic; rolled metal, wood, 
many crystals, etc., are aelotropic. 

The axes of stress and strain coincide in isotropic bodies. 
This is not true in aelotropic bodies. The discussion of the 
theory of the elasticity of aelotropic bodies is beyond the scope 
of this text. 

124. Hooka's law. — The ratio, for a given substance, of a 
given type* of stress and strain is a constant. This ratio is 
called the elastic modulus of the substance for the given type of 
stress and strain. 

Remark, — For very small stresses and strains Hooke's law 
is necessarily true. As expounded by Hooke, however, it was 
thought to hold with accuracy throughout a wide range of stress 
and strain. 

Types of Stress and Strain. 

125. Hydrostatic pressure. — A hydrostatic pressure is a 
stress having its three pulls equal. The common value of these 
pulls is adopted as the measure of the hydrostatic pressure. 

♦ Stresses and strains, inasmuch as they depend upon a number of independent 
numerical specifications, are called complex quantities. Such quantities do not in 
general conform to the principles of ordinary algebra. If it is desired to treat com- 
plex quantities of a certain kind by means of ordinary algebra, it is necessary to adopt 
a number of simple ground forms or tjrpes of that quantity. Any value of the 
quantity may then be resolved into its ground form components, each of which is 
capable of specification by a single numerical specification, and conforms in conse- 
quence to the principles of ordinary algebra. The points here raised will become 
clear in the following discussion of types of stress and strain. Until this discussion 
is carefully studied, the above statement of Hooke's law will not be intelligible, be- 
cause the student cannot previously grasp the conception of the ratio 7- 
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126. Pascal's principle. — In a substance under hydrostatic 
pressure the stress on all sections is normal and of the same 
value. 

Proof, — In the problem of Art. 122 put/= ^ = h =/. Then 
the components of the stress on the section XYZ become/ cos /, 
/ cos niy and / cos «, which are evidently the components of a 
stress equal to / and which makes angles /, m^ and n with the 
axes X, Y, and Z respectively, as does the normal to the section. 

Corollary, — A stress such that on no section is there any 
tangential stress is a hydrostatic pressure. 

127. Isotropic strain. — Isotropic strain is a strain having its 
three stretches a, )8, and 7 equal. It is the strain which in 
isotropic bodies accompanies hydrostatic pressure. 

128. Measure of isotropic strain. — Isotropic strain could be 
specified by the common value, /, of «, )8, and 7, but it is cus- 

tomary to make use of the ratio — as its measure ; Az/ bemg 

the change in volume of a portion of the body of which the 
initial volume is v, 

129. Proposition. — The change of volume per unit volume 

f — j of a body under isotropic strain is equal to three times 

the stretch (i) of the body. 

Proof. — Consider a cubical portion of the body, the edges 
of the cube being of length /. After strain the length of edge 
becomes l(i + i). We therefore have v=P and 2/ + A2/ = 
P(i + ty= /^ + 3 //3 +.... Discarding terms in t^ and i^, we 
find directly 

^=3/. (64) 

«^^ ^ <« , , ^ ^, ^ . hydrostatic pressure 

130. Bulk modulus.* — The constant ratio -^. — ; — 7 — r- — 

isotropic strain 

♦ The reciprocal of bulk modulus is sometimes called the compressibility of a 
substance. 
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for a given substance is called the bulk modulus of that sub- 
stance. This ratio is 






(65) 



in which V is the bulk modulus of a substance, v its volume, 
and Az; the change in its volume produced by a hydrostatic 
pressure p. 

131. Shearing stress. — A shearing stress is a stress having 
two of its pulls equal and opposite, and the third equal to zero. 
The common numerical value of the two pulls is adopted as the 
measure of a shearing stress. 

Consider a cubical portion ABCD of a body under shearing 
stress, the faces of the cube being principal sections of the 
stress. The stress on the faces AB and CD (Fig. 69) is a ptish 









Fi^. 69. 

5, on the faces AC and BD an equal /////. On the faces of 
the cube, parallel to the paper, the stress is zero. The plane 
ABCD, of the paper, is called the plane of the shearing stress. 

132. Proposition. — The stress on the diagonal sections AD 
and CB (Fig. 69) is purely tangential and equal to 5. 
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Proof, — Let / be the length of an edge of the cube. Consider 
the portion ABD of the cube. It is in equilibrium, and the 
resultant of the forces acting across the faces AB and BD^ 
ignoring sign, is equal to, and has the same line of action as, the 
force acting across the face AD, The area of each AB and 
BD is /2, and of AD is Py/'z, The resultant of the forces SP 
and 5/2, which act across AB and BD^ is a force lying in the 
line AD, and equal to ^/^V^ which, divided by the area of AD^ 
gives S. Q.E.D. 

133. Shearing strain. — A shearing strain is a strain having 
two of its stretches equal and opposite, and the third equal to 
zero. It is the strain which in isotropic bodies accompanies 
shearing stress. 

134. Measure of shearing strain; angle of shear. — Let the 
heavy line square (Fig. 70) represent a cubical portion of a 



,< 



. '^ 






Fig. 70. 

body which is changed under the shearing strain into a rec- 
tangular parallelopiped represented by the dotted rectangle. 
Dimensions perpendicular to the plane of the paper remain 
unaltered. The dotted rhombus is a figure which was square in 

the unstrained cube. The angle <^ = ^ is called the angle of 

the shearing strain and is adopted as the measure of the strain. 
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135. Proposition. — The angle </> of a shearing strain is equal 
to twice the stretch, a, of the strain. 

Proof, — Let the rhombus eCBD (Fig. 71) be the dotted 
rhombus of Fig. 70, turned so that its side DB coincides with 
the side of the square from which it was distorted by the strain. 
Let / be the length of AD. Then the length of the diagonal AB 



X 


■"1 
/ 
/- 


■/ \ 


/ 

1 


/ \ 


\ 
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^v \ 


1 
1 

1 



Fig. 71. 

is /V2I Since (f> is srtlall, Ae = l(f>, and since Aef is sensibly a 

yd/* 

right triangle with equal legs, Af is equal to -7=- Further, the 

V2 
shortened diagonal eB of the rhombus is sensibly equal to 

AB — Af therefore the length of the shortened diagonal eB of 

r- ^^ 

the rhombus is N2 — —i=' From the definition of stretch we 

eB ^ 

have I — a = — — . Substituting in this the above values of AB 
AB 



and eB^ we have 

136. Slide modulus.* — The constant ratio , . ^ . 

shearing stram 

for a given substance is called the slide modulus of that sub- 
stance. It is defined by the equation 



(66) 

shearing stress 



n = 







<^7) 



Often called coefficient of simple rigidity. 
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in which n is the slide modulus of a substance, and ^ is the 
angular distortion produced by a shearing stress 5. 

137. Simple and compound stresses. — Hydrostatic pressure and shearing 
stress being chosen as ground-forms or types of stress, are called simple 
stresses.* Any stress which is neither a hydrostatic pressure nor a shearing 
stress can be resolved in general into a hydrostatic pressure and two shearing 
stresses of which the planes are at right angles. These are called the simple 
stress components of the given stress, and the latter is called a compound 
stress. 

Remark, — Identical statements hold for simple and compound strain. 

138. Longitudinal stress. — A longitudinal stress is a stress 
having one pull finite and the other two equal to zero. The 
value of the finite pull is adopted as the measure of the stress. 
The direction of the finite pull is the only axis of the stress 
which is determinate. It is called the axis of the stress. 

139. Longitudinal strain. — A longitudinal strain is the strain 
which in isotropic bodies accompanies longitudinal stress. All 
three stretches of a longitudinal strain are finite. The stretch 
in the direction of the axis is adopted as the measure of the 
strain. The other two stretches are equal. They are always 
opposite in sign to the axial stretch and bear to that stretch 
a constant ratio, for a given substance, called Poisson's ratio, 

140. Stretch modulus, f — The constant ratio 

longitudinal stress 
longitudinal strain 

for a given substance is 

£ = -^ (68) 

* Hydrostatic pressure and shearing stress are chosen as simple types, because 
they are Orthogonal ; that is, no work is done upon a body by a'hydrostatic pressure 
when the body suffers shearing strain, nor by a shearing stress when t^pie body suffers 
isotropic strain. See article, Elasticity, Theory of, £ncy. Brit., 9th ed. Sir W. 
Thomson. 

t Often called Young's modulus. 
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in which /S is the stretch produced by a pull P in its own direc- 
tion. The ratio E is called the stretch modulus of the substance. 

141. Potential energy of strain. — The potential energy per 
unit volume of a strained body is equal to one-half the product 
of the stress into the strain, or to one-half the product of the 
modulus into the square of the strain. 

Proof for longitudinal strain, — Consider a cube, edge /, of the substance 
under longitudinal stress P^ stretched to length / 4- nt in the direction of P\ 
m being small. From the definition of stretch we have )8 = y or ^)8 = -^ 

P being the measure of the longitudinal strain as per Art. 139. Let P 
increase slightly, causing a further increase dm in the length of the cube. 
The work dlV, done in producing this increment dm of length is Pl^dm^ for 
the area across which the pull P acts is sensibly l'\ and the stretching force 
Pl^ acts through the distance dm. Therefore dlVz= Pi^dm = Pt^^ =Pt*dp, 
In this expression write v (volume of cube) for /« and substitute the value of 

P from £ = -^ (68) and we have dPV = vE^dp, Since v is sensibly constant 

p 
and IV = when j3 = o, we have by integration 

p 

Substituting — for E from 68, we have 
P 

W^\vPp, 



Examples of Stress and Strain. 

142. Heavy liquid in a vesseL — A horizontal section (55' of 
Fig. 72) of area ^ at a distance x beneath the surface of a liquid 
of density d is acted upon by a force axdg due 
to the weight of the liquid above it, g being 
the acceleration of gravity. The stress on the 
section is therefore xdg, and this must be the 
hydrostatic pressure p at the point, so that 

'fi = xdg. (69) 

If the pressure at the surface of the liquid is 



/o, then 



P^P^-\-xdg, 



(70) 




Fig. 72. 
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Thus the non-homogeneous hydrostatic pressure is specified 
at all points in the liquid in terms of the one co-ordinate x. 



% 143. Stretched wire. — A wire of sectional 
:| area q, held tense by a force F^ is under homo- 
I geneous longitudinal stress P such that 



b 



u-:^ 



p=^ 



(71) 



I Let / be the initial length of the wire, and 
J / H- A/ its length under tension, then 

I /:/ + A/=i:i+)8; 

'- A/ 

\ whence /8 = — Substituting this value of /9, 

-i and the above value oi P in E = -- (68), we 



have 






(72) 



Fig. 73. 



X This equation enables the calculation of E 
% when Fy /, ^, and A/ have been observed. 
; The wire to be experimented upon is fastened 
at one end to a wall bracket (Fig. 73) or other 
firm support, and a weight is applied at the free end. The wire 
thus rendered vertical and tense is further stretched by a known 
force F. 

Reading microscopes are focused upon points a and b near 
the upper and the lower ends of the wire. The difference in 
the movement of the two measures the elongation A/. The 
quantity /, which is the distance ab^ is found by direct measure- 
ment ; while q is computed from the diameter, or from the den- 
sity of the material and the weight (per meter) of the wire. 

If F be expressed in dynes, / and A/ in centimeters, and q in 
square centimeters, equation 72 gives the modulus in c. g. s. 
units. The following table contains the value of the stretch 
modulus for several materials. 
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TABLE. 
Stretch Modulus of Various Materials. 



Brass 








0.83 X 10^2 iQ 0.97 


Copper 








0.98 


to I.O 


Gold 








0.52 


to 0.79 


Iron 








1.7 


to 2.4 


Lead 








0.15 


to 0.18 


Platinum 








1.5 


to 1.7 


Silver 








0.7 


to 0.71 


Zinc 








0.85 




Glass 








0.66 


to 0.78 


Birch 








0.091 




Oak 








0.092 




Poplar . 








0.05 




Spruce . 








O.II 





X low 



144. Bent beam.* — Consider such a portion of a slightly bent 
beam (Fig. 74) as subtends a small angle from its center of 
curvature C, All the filaments of the 
beam in the short portion are assumed 
to be circular and concentric. The fila- 
ments in the upper part of the beam 
are stretched, those in the lower part 
are shortened. An intermediate fila- 
ment retains its initial length. This fila- 
ment marks the so-called median line 
of the beam represented in the figure 
by the dotted line. Let R be the ra- 
dius of curvature of the median line; 
then Rd is the initial length of all fila- 

• This discussion of a bent beam, although the one usually given in elementary 
treatises on Mechanics, which is accurate enough for most purposes, is incorrect. This 
is evident when we consider that the assumed strain, having no lateral stretch, is not 
a true longitudinal strain. There is nothing in itself which shows the assumed dis- 
tortion of a beam to be impossible, but if the pulls at each point necessary to pro- 
duce the assumed simple elongation be calculated, it will be found that the vertical 
pulls cannot balance each other in the different parts of the beam, and the particles 
of the beam will not therefore be in equilibrium. To calculate the pulls necessary to 
produce simple elongation, resolve the simple elongation into an isotropic strain and 
two shearing strains ; calculate the corresponding stresses and superpose them. 
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ments between AC and BC, The length of the filament at a 
distance x above the median line is (/? -h x)d. 

Therefore i : i + fi = Re:{R+ x)9, 

whence ^ "^ f* ^73) 

in which ^ is the stretch of the filament. 

Substituting this value of fi in (68) and solving for P, we have 

^ = J- (74) 

In this equation P is the longitudinal stress in that part of the 
beam distant x above the median line. 

145. Proposition. — The total force action across a complete 
section of a bent beam is a torque T about a line / (Fig. 74) 
j^ perpendicular to the plane of the 

paper, such that 



AX 



7- = i2^ (75) 



in which a is the depth of the 
^*^' ^* beam and 6 is its width. 

Proof, — Let Fig. 75 represent a cross-section of the beam. 
The force AF acting across the area ^A;r, of the narrow dotted 
strip, is A/^= Pb^x^ or using value of P from (74), 

bJ^^^xLx. 
The torque A 7" of this force about the line AB is 

LT=^^x^Lx, 
whence the torque across the complete section is 

I a^bE 



R-^-% 12 R 

2 
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146. Twisted wire. — Consider those portions of a twisted 
wire which lie in the surface of a cylinder coaxial with the wire 
and of radius r — less than the radius of the wire. Let / be the 




27rr 



i 


A' 


a 


1 
J— _ 


X 


B? 


y 



Fig. 76. 



Fig. 77. 



length of the wire, and 6 the angle through which one end of it 
is turned. Let Figs. 76 and yy represent the development of 
this cylindrical surface, Fig. 76 before twisting and Fig. 77 after 
twisting. The line AB is brought into the position A'B', and 
the small square is distorted into the rhombus by the twist. The 
portions of the wire under consideration are thus subjected to a 
shearing strain, of which the angle </>, as is evident from the 

r0 



figure, is 



</> = ■ 



(76) 



Substituting this value of </> in « = — {67), and solving for S, we 

9 



have 






(77) 



in which 5 is the shearing stress in the portion of the wire 
under consideration. Comparing Fig. yy with figures in arti- 
cles 131 and 134, we see that the stress at a point in a twisted 
wire is such that (i) on all sections perpendicular to the axis of 
the wire the stress is purely tangential, and perpendicular to the 
radius ; (2) on all sections of which the planes include the axis 
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of the wire the stress is purely tangential and parallel to the 
axis of the wire; (3) on all sections which are perpendicular to 
a radius the stress is zero ; (4) on such sections as 5 (Fig. Tj^ 
the stress is a push, and (5) on such sections as S (Fig. Jj^ the 
stress is a pull. In every case the value of the stress is that 
given by equation {jj\ 

147. Proposition. — The total force action across a complete 
section of a twisted wire is a torque T abotit the axis of the 
wire such that 

T=-^, (78) 

in which p is the radius of the wire. 

Proof. — Let Fig. J% represent a sectional 
view of the wire. Consider the annular por- 
tion of width Ar and radius r shown by the 
dotted lines. The force action per unit area 
across this annulus is — — and perpendicular to r at each point, 

the area of the annulus being 2 TrrAr. The total torque action 
across it is 




Flgr. 78. 



Ar=2 7rrAr.^-/-, 



whence T^^^^Cr^dr^ 

I Jo 



irnp^Q 



2/ 

The negative sign is written for the reason that T and are 
opposite in sign. 

148. Determination of stretch modulus and slide modulus. — 

The stretch modulus of a wire may be calculated from equation 
(72), as explained in Art. 143. The stretch modulus of a beam 
may be calculated from equation (75), when the radius of cur- 
vature of the bent beam, the bending torque, and the dimensions 
of the beam have been observed. 

The slide modulus of a wire may be determined as follows : 
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A weight of known moment of inertia K is hung by the wire 
constituting a torsion pendulum, and the constant of torsion, b, 
of the wire is determined as explained in Art. lOO. This con- 

stant of torsion is equal to "^^^^ [see equations (54), Art. lob, and 

equation ij^y^, so that n may be calculated when p and / are 
measured. 

149. Limitations of Hook's law.* — Many substances, such as 
steel and quartz, conform very closely to Hook's law for small 
strains, — stretches of one or two thousandths, — but all sub- 
stances deviate widely from this law when the strain becomes 
great. Many substances are more or less plastic, and do not 
conform to Hook's law even for small strains. 

The behavior of mild steel under increasing longitudinal stress 
is shown in Fig. 79. The line up to the point / is sensibly 
straight (strain propor- 
tional to stress). Above 
the point / the line be- 
comes sensibly curved, 
and a slight permanent 
set remains if the stress 
is relaxed. A sub- 
stance strained until it 
begins to take a per- 
manent set is said to 
be at its elastic limit. 
The given sample of 
mild steel is at its elas- 
tic limit when the stress is about 60,000 pounds per square inch, 

• The behavior of bodies under stress is far too complicated to be fully discussed 
here. The brief statement given in articles 149 to 153 are mlinly intended to call the 
attention of the reader to the fact that Arts, in to 148 treat merely of the geometry 
which is necessary to the study of elasticity. For full discussions of the elastic prop- 
erties of substances see J. B. Johnson, " Materials of Construction^" Wiley & Sons, 
1897, *^^ article Elasticity y Ency. Brit., 9th ed. 
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and the stretch about 0.0042. The point q at which the stretch 
suddenly increases and causes a partial relief of the stress is called 
the yield point. After passing the yield point, a large perma- 
nent set is left when the stress is relaxed. The maximum stress 
is called the breaking stress^ or, in case of longitudinal stress, 
the tensile strength of the material. The given sample of mild 
steel has an ultimate tensile strength of about 1 13,000 pounds 
per square inch. 

150. Resilience. — The work done per unit volume in strain- 
ing a eubsjtance to its elastic limit is called the resilience of the 
substance. This work per unit volume is equal to one-half the 
product of the (limit) stress into the (limit) strain (Art. 141), 
and it is represented by the area under the straight portion 
of the curve of Fig. 79. The resilience of mild steel is thus 
\ X 60000 lbs. J^ X 0.0042= 126 'y^ = 10.5 ^; (foot-pounds 
per cubic inch). Thus it would take about 800 lbs. of mild steel 
made into a spring to store energy sufficient to furnish one horse 
power for one minute, provided the spring be so designed as to 
be strained in every part to its elastic limit when wound up. 
The resilience of spring steel is two or three times as great as 
that of mild steel. The resilience of cast iron is less than one 
foot-pound per cubic inch. 

The resilience of a substance is a me^jSure of its strength to 
withstand a sudden shock, inasmuch as a blow of a hammer, for 
example, bends a bar until the kinetic energy of the hammer is 
all used in bending the bar. A structure subject to shocks 
should be made of highly resilient material. 

151. Elastic lag; viscosity. — Many substances, glass for 
example, when subjected to stress take on a certain amount 
of strain quickly, after which the strain increases slowly for 
a time; and whfen the stress is relieved, a remnant of the 
strain persists for a time. This phenomenon is called elastic 
lag. 

The strain of some substances continues to increase indefi- 
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nitely, although it may be very slowly, when they are under 
stress. Such substances are said to be viscous. Nearly all 
metals are viscous when subjected to great stress. 

Elastic lag and viscosity cause energy to be dissipated in 
a substance when it is strained. Thus the vibrations of a 
spring die away rapidly even in a vacuum, on account of the 
conversion of energy into heat as the spring is repeatedly 
distorted. 

The strains which are left in a wire after the process of draw- 
ing, die away slowly, causing slight changes in the elastic prop- 
erties of the wire. In the case of a phosphor bronze wire, for 
example, the constant of torsion was found to change from day 
to day, at first rapidly, then more and more gradually. The 
effect was distinctly traceable, although greatly reduced, after 
the lapse of four years. How regular the law of its decadence 
was may be^seen from Fig. 80, in which the period of oscilla- 
tion is shown as a function of the time. 



9.6S 

9.67 

9.66 

9.65 
9.64 



o 
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DATE OF OBSERVATION IN DAYS AND FRACTIONS OF DAYS. 
Fig. 80. 

152. Elastic fatigue. — The repeated application of a stress 
weakens a metal so that it will break under less than its normal 
breaking stress. Fig. 8i shows the decrease in tensile strength 
of a sample of mild steel with repetitions of the stress. 
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Continued repetition of stress causes an increase in the 
amount of energy dissipated by elastic lag and viscosity. Thus 



TENSILE STRENOTH IN 

POUNDS PER SQUARE INCH 

OF MACHINE STEEL 



J i L 



HEPETITICNS OF STRESS IN MILUONS 
Fig. 81. 

the vibrations of a torsion pendulum die away faster after it has 
been kept vibrating for several days, than at first. 

153. Effects of temperature. — Increase of temperature causes 
a decrease in the elastic moduli of most substances. Figure 82* 
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Fig. 82, 

shows the variation of the stretch modulus of a steel wire with 
temperature. 

♦ See paper of Miss C. M. Noycs, Physical Review, Vol. II., p. 277, 
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154. Sliding friction ; coefSlcient of friction. — When one 
body slides on another, a force opposing the motion is brought 
into existence. This phenomenon is called sliding friction. 

Coulomb in 1781 found that the force T necessary to slide a 
body over a smooth surface is approximately proportional to the 
force N which pushes the body against the surface. That is, 



T^fiN. 



(79) 



The proportionality factor fi is called the coefficient of friction ; 
It is sensibly independent of the area of contact of the sliding 
surfaces, and of the velocity of sliding. Thq coefficient of fric- 
tion is ordinarily small for a soft metal, such; a^- Babbitt fnjKtal, 
sliding on a polished hard metal such as'J>olished. steel. -^ - . . 

155. Angle of friction. — Consider two bodies with flat sur- 
faces in contact. Let the force F (Fig. 83), with which they 
act on each other across the surface of 
contact, be inclined at an angle <^ to the 
normal to that surface. Then i^cos <^ is 
the normal force N pushing the surfaces 
together, and Fsm <f> is the tangential 
force T tending to cause sliding. When 
the ratio /^sin <^ -*- Fcos (ft becomes equal 
to the coefficient of friction, /i, of the sur- 
faces, sliding will take place. Therefore 
the maximum value of the angle ^ is 
such that 

tan (f) = fi. 




Foos ^ 



FsiN ^ 



Fig. 83. 



(80) 



The angle <f> is called the angle of friction, sometimes also 
the angle of repose, of the two surfaces. 

156. Limitations to Coulomb's law of friction. — The friction 
between two surfaces is, no doubt, due in part to a continual 
interlocking and release of fine protuberances on the sliding 
surfaces and in part to a continual welding together and tearing 
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apart of the smaller parts of the surfaces as they come into 
intimate contact. 

When the sliding surfaces are distinctly rough, there is no 
regularity whatever in the friction. Surfaces which are com- 
paratively smooth satisfy the law very closely, especially if they 
are of different materials and are not allowed to rest, for at 
starting the friction is always greater. Very true, clean sur- 
faces of the same materials, when brought into really close con- 
tact, can scarcely be made to slide at all. Glass will not slide 
on glass if very clean, provided the two faces have been well 
pressed together, so as to exclude the intervening layer of air. 
K-laid together .'genlly, however, so that an air cushion inter- 
^venes, ^thg ,§^pie, syrfaices will be almost devoid of friction. 
-Sair€aoes*afe'labri6afed*Dy means of a thick layer of liquid, and 
slide with great freedom ; but they may be made to cling almost 
as though cemented if they are separated by a sufficiently thin 
layer of the same liquid. In the former case the friction is 
merely that which arises from the viscosity of the lubricant. 

157. Experimental determination of coefSlcient of friction. — 

(i) Method of the horizontal plane, — The materials between 

M 



3 



B 



\m 



Fig. 84. 



which the friction is to be determined are placed upon a bed 
AB (Fig. 84). The materials should be in the form of blocks 
with plane surfaces. One of these blocks is fastened to the 
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bed. To the other a horizontal force is applied by means of 
a cord running over a pulley and sustaining weights at its free 
end. The sliding block, the mass of which must be known, is 
loaded with known weights. The normal force pressing the 
surfaces together is Mg^ where M is the sum of the masses of 
block and load. The weights (in\ which are applied to the 
cord, must suffice to maintain the sliding block, once started, in 
uniform motion. The force which they then exert upon the 
vertical portion of the cord {ing) is that necessary to overcome 
the friction of the moving wheel and the friction of the surfaces 
to be tested. Assuming the former to be negligible, we have for 
the coefficient 

In point of fact, it is necessary to ascertain the correction for 
the friction of the wheel, since on account of it the horizontal 
pull is less than the vertical by two per cent or more. 

By means of this apparatus, if vthe load M be varied, and 
likewise the areas of the surfaces in contact. Coulomb's law is 
readily verified. 

(2) Method of the inclined plane. — An inclined plane AB 
(Fig. 85), the angle of which can be varied at will, serves as 
a bed for the fixed block. Upon this the sliding block with 



Fig. 85. 

its load is placed. The inclination of the plane is varied until 
the block, once started, slides with uniform motion. The angle 
<f> of inclination of the plane is then the angle of friction of 
the surfaces. 

158. Rolling friction. — The dragging forces which oppose 
the motion of a wheeled vehicle are due to what is called rolling 
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friction. Rolling friction is very small when a hard wheel rolls 
upon a hard surface, and is very great when a wheel rolls upon 
a soft and inelastic surface, as in case of a wagon upon a soft 
road. In case of railway cars the .greater part of the friction 
is due to the sliding friction in the journals. In the bicycle this 
is reduced by the use of ball bearings. 
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CHAPTER VII. 
HYDROSTATICS; HYDRAULICS; CAPILLARITY. 

159. Definition of a fluid. — A fluid is a substance which, 
when at rest, can sustain no stress other than hydrostatic pres- 
sure. A solid is capable of permanently sustaining a stress 
which tends to change its shape, but a fluid can sustain such a 
stress only while it is actually changing shape. 

.A liquid is a fluid which can have a free surface. A gas is a 
fluid which entirely fills any containing vessel. 

160. Pressure at a point in a fluid. — A fluid at rest pushes 
upon any surface exposed to its action in a direction normal * 
to the surface at each point. The force F with which a fluid 
pushes on an element of an exposed surface is proportional to 
the area of the element ; that is, 

F:^ap, (82) 

in which a is the area of the element. The proportionality 
factor/ is called the hydrostatic pressure or simply the pressure 
of the fluid at the element. In other words, the pressure of a 
fluid at a point is the force per unit area with which the fluid 
will push (normally) on an exposed surface at the point. 

Examples. — The piston of a steam engine, or the plunger of 
a pump, is pushed by a force equal to ap^ where a is the area of 
the piston, or plunger, and / is the pressure of the fluid in the 
cylinder. 

♦ A fluid in motion may not push normally on an exposed surface. Thus water 
flowing in a pipe has a tendency to drag the pipe along as well as a tendency to burst it. 

105 
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Every part of the inside surface of a steam boiler is pushed 
outwards by the fluid inside. 

The force with which the air pushes on the surface of bodies 
does not ordinarily appeal to our senses. It is shown, however, 
by the collapse of a thin-walled vessel when the inside pressure 
is reduced^ by pumping out the air. Atmospheric pressure is 
also strikingly shown by means of the apparatus known as the 
Magdeburg Hemispheres, It consists of two cup-shaped pieces 
of metal which are fitted to one another, and form a hollow 
vessel from which the air may be exhausted. The pressure of 
the outside air then holds the cups very tightly together. This 
celebrated experiment was devised by Otto von Guerike, the 
inventor of the air pump. It was publicly performed in Magde- 
burg in 1654. 

The hydrostatic press consists essentially of a strong cylin- 
der with a large piston. Into this cylinder water is forced by a 
pump with a small plunger. A great pressure is thus devel- 
oped in the cylinder and the large piston is pushed with an 
enormous force. 

161. Pressure in a heavy liquid. — The pressure in a heavy 
fluid increases with depth. If the density of the fluid is the 
same throughout, then the pressure at a point distant x beneath 
the surface exceeds the pressure at the surface by the amount * 

P^xdg, (83) 

in which / is the pressure in dynes per square centimeter at 
a point X cm. beneath the surface of a liquid, the density of 
which is d grams per c.c, and g^^ is the acceleration of gravity. 
Compare Art. 142. 

Remark, — Equation (83) involves no consideration of the 
shape of the containing vessel. As a matter of fact the pres- 
sure at a point in a heavy liquid depends only on the distance of 

* If the pressure is to be expressed in grams' weight per square centimeter, then 
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the point beneath the surface, and is not affected by the shape 
or size of the containing vessel. This fact is easily verified by 




means of an apparatus devised by Pascal. This apparatus con- 
sists of a base ss (Fig. 86) to which a variety of vessels a, b, c 




Fig. 87. 

may be attached at will. The bottom is closed by a valve V 
which opens downwards. This valve is held shut by a cord 
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attached to one arm of a balance. A given weight is placed in 
the pan hung from the other arm of the balance, water is poured 
into the vessel, and when the water level reaches a certain 
height above the valve the valve opens. This height is the same 
whatever the shape of the vessel. 

The pressure at the bottom of the vessel may be indicated 
by a pointer actuated by the distension of a rubber membrane 
stretched over the bottom as shown in Fig. ^j. The position of 
the pointer for a given depth of liquid is independent of the shape 
of the vessel. 

162. Compressibility of fluids. — Solids and liquids generally 
decrease but slightly in volume when subjected to increased 
pressure.* Thus the volume of water decreases but one ten- 
thousandth part when subjected to a pressure of about 2 atmos- 
pheres. The volume of steel decreases but one ten-thousandth 
part when subjected to a pressure of 147 atmospheres. 

On the other hand, gases decrease greatly in volume when 
subjected to increased pressure. 

163. The law of Boyle. — The volume v of a gas^ the tempera- 
ture of which remains unchanged, is inversely proportional to 
the pressure to which the gas is subjected. That is, 

v^^ (84) 

/ 

in which Cis the proportionality factor. This equation may be 

written thus: ^ ^ .^ \ 

pv = C, (85) 

This relation was discovered by Boyle in 1662, and more 
completely established by Mariotte, who discovered it indepen- 
dently in 1676. 

164. Experimental verification of Boyle's law. — Air is en- 
trapped in the short arm a of a C/-shaped glass tube, TT (Fig. 

♦ Therefore the bulk modulus of a liquid is large. See Art. 130. 
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88), the long arm of which is open to the atmosphere. A ves- 
sel m containing mercury communicates with TT by means of 
a flexible tube; and by raising and lowering this vessel the 
pressure of the air in a may be varied at will. The volume of 
the enclosed gas, as indicated by the length of the tube which 
it occupies, is found to be inversely proportional to its pressure^ 
which is the pressure of the atmosphere (indicated by a barom- 




Tij— - 




Fig. 88. 



Fig. 89. 



eter) plus the pressure due to the mercury column h^h^. Figure 
89 shows a convenient form of the apparatus for experimenting 
with pressures less than atmospheric pressure. A glass tube / 
closed at one end is nearly filled with mercury and inverted in 
a deep reservoir of mercury. With this apparatus the pressure 
of the entrapped air is the pressure of the atmosphere less the 
pressure due to the mercury column h^h^. The latter may be 
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Fig. 90. 



varied by raising and lowering the tube, and the variations of 
volume thus produced may be observed as before. 

165. Limitation of Boyle's law. — The dotted curve (Fig. 90) 
shows the relation which would subsist between the pressure 

and volume of a gas if Boyle's 
law were exactly true, and the 
heavy line curve shows in a 
general way the actual relation 
between pressure and volume 
of a gas. If the temperature 
of the gas is lower than a 
certain critical value, the gas 
condenses to a liquid when 
the pressure becomes great 
enough, and the portion a of 
the curve becomes a horizontal 
straight line. The discrepancy of the two curves (Fig. 90) for 
a given gas is greater at low temperatures than at high tem- 
peratures, and at a given temperature the discrepancy varies 

greatly with different gases. 
At ordinary room tempera- 
tures the discrepancy is very 
small in case of hydrogen, ni- 
trogen, and oxygen; in case of 
CO2 it is much greater, and in 
case of NH3 it is greater still. 

166. Measurement of pres- 
sure ; the barometer. — The 

barometer consists of a glass 
tube T (Fig. 91) filled with 
mercury and inverted in a cis- 
tern of mercury C, the tube be- 
ing of such length that an empty space V is left, in which 
the pressure is zero. The pressure / at the level of the 




Fig. 91. 
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mercury in the cistern (atmospheric pressure) exceeds the pres- 
sure in V by the amount xdg [equation (83)], so that 

/ = xdg. (83)bis. 

In this equation / is the pressure expressed in dynes per 
square centimeter^ the height x is measured in centimeters ; d is 
the density of the mercury in grams per cubic centimeter, and 
^ ^ is the acceleration of gravity. 

If the mercury is at some standard temperature, d will be 
invariable, and if observations are always taken in one locality, 
g will be invariable. In this case the pressure is proportional 
to x^ and this distance x may be used as a measure of the pres- 
sure. Thus a pressure of 760 millimeters is one which will 
sustain a column of mercury of that height, the mercury being 
at standard temperature (o^ C), and the intensity of gravity 
being 980.61 ^ (its value at 45° north latitude at sea level). 

To facilitate the accurate use of the barometer in different 
localities and at different temperatures, tables * have been pub- 
lished, with the help of which an observer may find what the 
value of X (Fig. gi) would be under standard conditions when 
he has observed its value under known conditions. 

167. Measurement of pressure ; manometers. — The barometer 
is used for the measurement of the pressure of the atmosphere, 
generally for meteorological purposes. An instrument for the 
measurement of artificial pressure — for example, the pressure 
in a steam boiler — is called a manometer^ or a pressure gauge, 

168. The open tube manometer. — The vessel, a (Fig. 92), in 
which the pressure to be measured exists, communicates as 
shown with one arm of a U-tube containing mercury. The 
other arm of the U-tube is open to the atmosphere. The dif- 
ference in level, h\ is observed. Then the pressure in a is 
equal to ;r -f h\ where x is the pressure of the atmosphere as 
indicated by a barometer. 

♦ To be found in most of the reference books for the physical laboratory. 



Digitized by VjOOQIC 



112 



ELEMENTS OF PHYSICS. 






:: 





Fig. 92. 

169. The closed tube manometer. — A given volume 
of air at standard atmospheric pressure is, accord- 
ing to Boyle^s law, compressed to -th of its volume 

when subjected to a pressure of n atmospheres. This 
principle is employed in the closed tube manome- 
ter. Air is entrapped in the part -^ of a glass 
tube shown in Fig. 93, and its volume, v^ at 
standard atmospheric pressure is 
marked on the tube at i. The 
entrapped air is subjected to the 
pressure to be measured, by con- 
necting the opening at O to the 
vessel in which the pressure ex- 
ists, and the pressure is indicated 
in atmospheres on a scale, the 
numbers of which are the inverse 
volumes of the entrapped air. Fig. 94, 
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Figure 94 shows a closed tube manometer designed to give a 
scale with marks more nearly equally spaced. 

170. The McLeod gauge, for very small pressures. — A glass 
bulb, B (Fig. 95), of known capacity carries a capillary tube, 
/, of which the contents per unit length is known. The bulb 
B communicates as shown with the vessel, V. The vessel 
V and bulb B contain air at a very low pressure which is to 




Fig. 95. 



be measured. The vessel of mercury M is raised so as to cut 
off the communication between B and F, and compress the air 
in B into the capillary tube until its pressure is reduced to 
one atmosphere (or to a measurable value). Then the initial 
pressure of the air in B is to one atmosphere as its final 
volume in the capillary tube is to its initial volume in the 
bulb. 
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171. The gauge tester is a device for the generation of known 
pressures which are communicated to a 
pressure- gauge to be tested. It con- 
sists of a small chamber of oil, in which 
fits a plunger as shown in Fig. 96. The 
area a of the end of the plunger being 

given, any required pressure, — , may be 

generated by placing weights on the 
^* pan as shown; F being the total 

force pushing on the plunger. 

172. Archimedes' principle. — A body which is submerged 
in a fluid is pushed upwards by a force which is equal to the 
weight of its volume of the fluid. The point of application of 
this force is called the center of buoyancy ; it is the center of 
mass of the submerged body (considered homogeneous). 

Proof. — Consider a portion of a fluid at rest. This portion is 
stationary, so that the surrounding fluid is pushing it upwards 
with a force equal to its weight. The point of application of 
this force is the center of mass of the portion^ for that is the 
only point of application of a force which can support a body 
against gravity. Now the action of the surrounding fluid upon 
the portion under consideration is the same as upon a body of 
the same size and shape. Therefore any submerged body is 
pushed upwards by a force equal to the weight of its volume of 
the fluid, etc. q.e.d. 

Corollary, — A body which is partly submerged in a liquid is 
pushed upwards by a force which is equal to the weight of the 
displaced liquid, and of which the point of application is the 
center of mass of the submerged part of the body (considered 
homogeneous). 

Remark. — The force with which a fluid acts upon a body 
wholly or partly submerged is called the buoyant force of the 
fluid upon the body, and its point of application is called the 
center of buoyancy. 
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173. Examples of buoyant force. — When a body is weighed 
on a balance, its weight is underestimated by the amount of the 
buoyant force of the air on the body, and overestimated by the 
amount of the buoyant force of the air on the weights. The 
error in the weight of a body due to this cause is sometimes as 
great as one-half of one per cent 

The buoyant force of the air on a rising balloon exceeds the 
weight of the balloon. 

The buoyant force of the air is easily demonstrated by means 
of an instrument called the baroscope. This consists of a small 
balance carrying a hollow sphere of glass or metal and a small 
lead counterpoise, as shown in Fig. 97. The lead counterpoise 




IS adjusted until it is a very little heavier than the sphere in air, 
and when placed in the exhausted receiver of an air pump the 
buoyant forces of the air no longer act, and the sphere is seen 
to be heavier than the counterpoise. 

174. Floating bodies. — A body floating upon a liquid dis- 
places its weight of the liquid. 

When the center of mass of the body and the center of 
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buoyancy are in the same vertical line, the body is in equilibrium. 
That this is the condition of equilibrium is evident, since in gen- 




Fig. 98. 

eral.a floating body is acted upon by a couple ^^••' ^^(Fig. 98), 
tending whenever the line bg is not vertical to render it so. 

175. Stability of equilibrium of a floating body. — The ques- 
tion of the stability or instability of the equilibrium of a float- 
ing body is somewhat complicated by the fact that the center 
of buoyancy shifts with the position of the body. When 




Fig. 99. 

equilibrium exists, the line gb is called the axis. When the 
body is inclined, the center of buoyancy is shifted to b\ A 
vertical through this new position will cut bg in m, which point, 
for the case of an infinitesimal inclination, is called the meta^ 
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center. When the metacenter is above the center of mass as 
in Fig. 99, the equilibrium is stable ; when below, it is unstable. 

Fluids in Motion ; Hydraulics. 

176. Dissipation of energy in a moving fluid; fluid friction. 

— Fluids in motion dissipate their energy more or less rapidly 
and come to rest. The cause of this dissipation of energy is 
called fluid friction. 

Such fluids as sirup are said to be viscous ; fluids such as 
water, ether, and alcohol are said to be mobile, 

A fluid which would continue to move indefinitely after stir- 
ring would be called a frictionless fluid ; there is no such fluid, 
but the study of the motion of mobile fluids is greatly simpli- 
fied if we look upon them as (approximately) frictionless. "The 
following articles, 177 to 182, deal with ideal incompressible 
frictionless fluids, and the discussion is of value in so far as the 
results are approximately applicable to ordinary mobile liquids, 
as is pointed out in each case. 

177. Energy of a Liquid. 

{a) Potential energy. Proposition. — The work Wy required 

per unit volume to introduce incompressible fluid into a region 

under pressure /, is 

W^p, (86) 

Proof. — Let CC (Fig. 100) be a cylinder provided with a 
piston of area ^, and communicating with a vessel under pres- 
sure /. The force /^nec- 
essary to move the piston 
is ap (Eq. 82). The work 
done in pushing the piston V ^^ 
a distance ^ is ap^^ ^ffi 
from (40) ; but aLx is the 
volume of liquid forced ^'^' ^^°* 

into the vessel by the movement, so that the work done per 
unit volume is p. 
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Corollary* — The potential energy per unit volume of an 

incompressible fluid under pressure / is equal to /, for that 
amount of work must be done to introduce unit volume of the 
fluid into a region under pressure /. 

{b) Kinetic energy. — The kinetic energy per unit volume at 
a point in a moving fluid is 

W^\d^^ (87) 

in which d is the density of the fluid, and v is its velocity at 
the point. 

Proof. — Consider a small volume AFof the fluid. Its mass 
is LV^d, whence, from equation (44), its kinetic energy is 
\LV^dv^. This divided by AF gives \dv^ as the kinetic 
energy per unit volume. 

178. Application of the principle of the conservation of energy. 

— No energy is dissipated during the motion of a f rictionless 
liquid; therefore, the sunt of the potential energy and kinetic 
energy of such a fluid must remain constant during the motion, 

179. Efflux. — Consider a tank, Fig. loi, containing a f ric- 
tionless liquid of density d. Let 00 be an orifice from which 

the liquid issues as a jet at a velocity, 
Vy to be determined. Let / be the. pres- 
sure in the tank at the level of the 
orifice and /' the outside pressure (at- 
mospheric pressure). In the tank where 
the velocity of the liquid is inappre- 
^^^' *°*- ciable, the total energy per unit volume 

is the potential energy / [equation (86)]. In the jet the total 

♦ This statement, although true in the case in which it is to be used below, requires 
for generality a number of limiting conditions to be stated. The general aspect of 
8uch limitation is as follows : Work done is always expressed as the product of two 
factors, one of which is a generalized co-ordinate and the other is a generalized /?r«. 
The doing of this work always depends upon the variation of the generalized co-ordi- 
nate. Thus an incompressible fluid may be brought from zero pressure to any given 
pressure without the expenditure of any work by making the pressure the variable. 
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energy per unit volume is /' + 2^^ [equations (86) and (87)]. 
As a portion of liquid moves from the tank into the jet its total 
energy remains unchanged, so that 

/=/ + i^z^, (88) 

whence v = yj ^^^'^'X (89) 

This equation, expressing the velocity of efflux of a liquid, 
ignores viscosity and compressibility. The effect of viscosity 
is to decrease v, and the effect of compressibility is to increase 
V. For ordinary liquids the effect of viscosity is the greater, 
and equation (89) gives too large a value for v. For ordinary 
gases the effect of compressibility is the greater, and equation 
(89) gives too small a value for v. 

If the difference of pressure / — /', Fig. 10 1, is due to the 
weight of the liquid in the tank, then p — p\^ xdg (83), and 
equation (89) becomes 

V = -y/Ygx. (90) 

Comparing equation (90) with equation (21), the velocity of 
efflux is seen to be the velocity which a body would gain in 
falling freely through the distance x (Torricelli's Theorem). 

Remark, — The lines of flow of a liquid through an orifice 
are somewhat as indicated in Fig. 102. The obliquity of the 
lines of flow causes the jet to ^rvy.,!!! 
contract after leaving the orifice. v^^^=i 
When the jet has contracted ^^^^^^^^^^ , 

and become uniform in size, its ^ W^^^^^^^^^^"^ 
velocity is uniform and equal ■ Ju 
to V [equation (89)]. Let a be |^|]l| 
the sectional area of the con- F^gr- 102. 

tracted portion of the jet, then av is the discharge from the 
orifice in cubic centimeters per second, 

180. Variation of velocity of a liquid in a pipe of varying 
size. — Let a-^ be the sectional area of the bore of a pipe and v^ 
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the velocity of the liquid in the pipe ; then a^o^ is the volume of 
liquid discharged from the pipe per second. If the pipe is of 
varying size, then the product av (liquid being incompressible) 
has the same value for all parts of the pipe. Therefore the 
velocities of a liquid at various points along a pipe are inversely 
proportional to the sectional areas of the pipe bore at the re- 
spective points. 

181. Diminution of pressure in a throat. — Consider a pipe 
W (Fig. 103) through which a frictionless liquid of density d 

. ^^^^ is flowing. Let a and a^ be the areas 

— 5i ^-^ ^ of bore of tube, v and v^ the velocities 

*^' ' of the liquid, and p and /' the pres- 

sure of the liquid at a and ^^' respectively. The total energy 
per unit volume of the moving liquid at ^ is / + J d2^ and 
at a' it is/' + ^dv'^, and since the total energy of a friction- 
less liquid does not change, we have 

/ + ^rfz^ = /+i^z;'2, (91) 

Also from Art. 180 we have 

av = a'7/. (92) 

Where the pipe is contracted the velocity of the liquid is large 
according to equation (92), and equation (91) shows that where 
the velocity is large the pressure is small. Therefore the pres- 
sure in the throat at a' is less than the pressure at a. As the 
liquid emerges from the throat into the wide portion of the tube 
at ^" the velocity of the liquid falls off and the pressure rises. 

Substituting the value v^=^ for v^ from (92) in (91), and 
solving for p — p\^^ have 

/-/=a^(^^^y. (93) 

which expresses the diminution of pressure in the throat 
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Remark. — It is quite possible for the pressure, /', in the throat 
to become negative y except in case of gases which cannot sus- 
tain negative pressure. In case of ordinary liquids, excessive 
negative pressure breaks them into spray. 

The diminution of pressure in a throat is explained directly 
from Newton's second law of motion as follows : Consider a 
particle of liquid at a (Fig. 103). This particle gains velocity as 
it approaches a^ and loses velocity again as it approaches a^\ 
Therefore a force must be pushing the particle ahead as it 
passes from a to a\ that is, the pressure behind the particle is 
greater than the pressure ahead of the particle. Also a force 
must be opposing the motion of the particle as it passes from a^ 
to a", that is, the pressure ahead of the particle is greater than 
the pressure behind it. 

Remark, — The volume, per second, of a frictionless fluid dis- 
charged from a tank through a tube AB^ 
Fig. 104, depends only upon the size of 
the end B of the tube. In case of vis- 
cous fluids, however, the friction is 
somewhat increased by a contraction at 
A or between ^ and Z?, and therefore 
the discharge is somewhat lessened by 
the contraction. Fig. io4. 

182. Gauging \7ater. 

{a) Orifice meters, — In these meters the velocity of efflux of 
water from an orifice of known area is determined by the help 
of equation (90), the height x being observed, and the discharge 
is then calculated from the area of the orifice and velocity of 
efflux. The corrections required on account of the contraction 
of the jet are previously determined experimentally. 

(Ji) Displacement meters. — These meters measure water by 
counting the strokes of a piston in a cylinder, so arranged that 
the cylinder full of water passes at each stroke. 

{c) The Venturi meter. — This meter depends upon the dimi- 
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nution of pressure in a throat, as follows : Equation (93) may 
be written in the form : 



whence 






(94) 



(95) 



Now av is the discharge per second through the pipe shown 
in Fig. 103, and this can be calculated from equation (95) 




when /— /' has been observed and <2, a\ and d are known. 
In practice / — /' is indicated by a gauge connected at c and d 
(Fig. 105). 

183. Fluid friction. Loss of head, — Consider a pipe AB^ 
Fig. 106, discharging water from a tank. The pressure in the 
pipe falls off from A towards B on account of the friction. 




Fig. 106. 



This falling off of pressure is called loss of head. The head or 
pressure at various points along the pipe is easily indicated by 
means of tubes pp in which the water rises as shown. 
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Remark, — We shall recognize two distinct types of fluid 
friction ; namely, eddy friction * (that is, loss of head by the 
action of eddies) and viscous friction, 

184. Loss of head due to eddy friction. — Consider a water 
pipe AB^ Fig. 107, with enlarged portions CCC, through which 
V cubic centimeters per second of water are discharged. In 




passing from one chamber to the next the water must attain a 

velocity z; = — as it enters the small pipe, a being the sectional 
a 

area of the bore of the small pipe. This requires a drop in 
pressure/ —/' = \dv^. As the water enters the next chamber, 
it retains its velocity (and therefore the pressure does not rise 
again), breaks up into eddy streams, and dissipates its energy. 
Therefore, the drop in pressure from one chamber to the next^ or 
through any number of chambers^ is proportional to 2^, or to V\ 
That isy the loss of head is proportional to the square of the 
discharge V, 

When water flows through ordinary pipes, eddies occur at 
elbows, at enlarged portions, and all along the rough walls of 
the pipe, and the loss of head due to these eddies is propor- 
tional to the square of the discharge through the pipe. In all 
ordinary cases eddy friction is very much larger than viscous 
friction. 

185. Loss of head in a smooth-bore pipe {viscous friction), — 
The loss of head, /, due to viscous friction in a smooth-bore 

/ = — V' (96) 

* As a matter of fact eddies could not exist in an ideal fluid without viscosity, so 
that all fluid friction is ultimately dependent upon viscosity. 
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in which / is the length of the tube, p is the radius of its bore, 
V is the volume of liquid discharged per second, and ?; is a 
constant called the coefficient of viscosity of the liquid. When 
p is large, the loss of head due to viscous friction is very small. 
Equation (96) is derived in the following articles in which 
viscosity is discussed in detail. 



186. Stokes* law ; coefficient of viscosity.* — The action of a shearing 
stress upon a portion of liquid is to continually lengthen it in the direction of 
the pu// and to continually shorten it in the direction of the p?4s/i. That is, 
<l> being the angular distortion (angle of shear) of a portion of the fluid, the 

action of a shearing stress is to cause ^ to change at a definite rate, -^. 

Stokes^ law, — Stokes found that the rate, -^, at which the angular distor- 
tion of a portion of liquid changes is approximately proportional to the shear- 
ing stress. The constant ratio, shearing stress S, divided by -^ for a given 
liquid is called its coefficient of viscosity t;, so that 



dt 



"^'d^' 



(97) 



187. Viscous fluid between parallel plates ; lubrication. — Let A'B' (Fig. 
108) be a plane plate, and AB another, parallel thereto, distant x therefrom, 
and moving at velocity z/, as indicated by the arrow. Let the space between 
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the plates be filled with a viscous fluid. Consider a portion CD of the fluid, 
which at a given instant is cubical. After the lapse of time A/, the upper 
plate will have moved a distance 7/ A/, and this cubical portion of fluid will 

♦ Students not familiar with the elementary theory of stresses and strains should 
look to the foot note fo equation (100) for a precise knowledge of coefficient of 
viscosity. 
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be distorted as indicated by the dotted rhombus, of which the angle of 
distortion is A^ = - — . Therefore 

f =1- ■ <« 

The stress in the liquid, aside from hydrostatic pressure, is a shearing 
stress of which the two pulls are + ^S and — 6" in the directions shown. Sub- 
stituting — ^ = - in (97), we have 

•!>'=?• (99) 

The stress on all horizontal (also on all vertical) sections in the fluid is purely 
tangential and equal to S, Therefore the plates are acted upon by dragging 
forces F = Sa, in which a is the area of the plate. Substituting the value of 
S from (99), we have * 

^ = 2^, (100) 

X 

in which F is the force required to slide a plate of area a^ at velocity v, over 
another with a layer of viscous fluid between of thickness x% and 17 is the 
coefl5cient of viscosity of the fluid. 

188. Flow of viscous liquid through a smooth-bore tube. — Let p be the 

radius of the bore of the tube, / its length, p the pressure forcing the liquid 

through, and v the velocity of the liquid at a point distant r from the axis of 

the tube. Consider a cylindrical portion of the liquid of radius r coaxial with 

the tube. The surface of this cylindrical portion moves as a solid rod 

through the tube at velocity v. Similarly, the cylindrical surface of radius 

r + Ar moves through the tube as a hollow shell at velocity v /■ Az/. The fluid 

layer between this rod and shell is under conditions similar to the fluid between 

the plates, as discussed in the previous article. Therefore, writing Az/ for v in 

equation (98), and Ar for x^ we have — = — ^- Substituting this value of ^ in 

dv ^^ ^^ ^ 

(97) > we have S — 'q—' This stress is tangential over the whole surface, 2 Trr/, 

of the rody so that the dragging force on the rod is 2 icrlS or 2 irrlt] — • This 

dr 
dragging force is continually overcome by the force irr'^p pushing on the end 

of the rody and is equal thereto. We have, therefore, -nr'^p = 2 irrlti — > or 

dv i) i>r'^ ^^ 

-7- = -V ryovv = -^ + constant. When r =rp z; = o, so that the constant 
dr zlyj 4^V ^.2 

of integration is equal to — ^-Y' It follows, therefore, that 
4/17 

pr^ pp^ , V 

z/ = ^--^. (loi) 

4/>7 4/17 

* The force F required to slide a plate of area a^ at velocity t/, over another plate 
with a layer of viscous fluid between of thickness *•, is proportional to — , and the 
proportionality factor t\ is called the coefficient of viscosity of the fluid. 
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The velocity at each part of the tube is thus determined. To find the vol- 
ume F of fluid discharged in time t, consider a section of the tube (Fig. 109). 
The velocity over all the area, 2 irrAr, of the dotted 
annulus, is 7/, so that the volume AF, flowing across 
this annulus in time r, is AF = 2 irrAr • z/ • t. Substi- 
tuting V from (loi), we have 

dV='^f^dr-'^rdr, 
2lri 2/rf 

Fig. 109. 2/,;^o 2lri J^ 

Therefore ^=*T?^' ^^^"^ ^^"^^^ 

This equation (103) enables the calculation of 17 when V, fi, p, t, and / have 
been determined. 

Capillarity. 

189. Cohesion ; adhesion. — When a body is under stress, as 
for example a stretched wire, the tendency of the stress is to 
tear the contiguous parts of the body asunder. The forces 
which oppose this tendency and hold the contiguous parts of a 
body together are called the forces of cohesion. The forces 
which cause dissimilar substances to cling together are called 
the forces of adhesion. The discussion of the elastic properties 
of solids is a discussion of their properties of cohesion. The 
phenomena exhibited by liquids on account of cohesion are 
called capillary phenomena ; these phenomena are discussed in 
the following articles. 

190. Cohesion of liquids ; surface tension. — On account of 
their cohesion, all liquids behave as if their free surfaces were 
stretched skins. This is explained in Art. 193. The following 
experiment * shows the surface tension of water in a very strik- 
ing manner ; it depends upon the fact that a little oil or alcohol 
greatly reduces the surface tension of water. A thin rubber 
band is floated on the surface of clean water. This divides the 

♦ E. F. Nichols, Physical Review, Vol. I., p. 299. 
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surface into two regions, outside and inside the band. If the 
inner region is touched with a glass rod which has been pre- 
viously dipped in oil, its surface tension is diminished, and the 





Fig. 110. 



surface tension of the outer region, as yet unchanged, draws the 
band into an approach to a circular form as shown in Fig. no. 
The surface tension of the outer region may then be diminished 
in the same way, and the band relapses into its initial shape. 

191. Sphere of molecular* action. — Consider a substance, for 
example a piece of iron. The force necessary to detach a small 
particle of the iron is the same whether the piece of iron be 
large or small, thick or thin. That is, a small piece of a sub- 
stance is as hard to scratch as a large piece. Therefore a given 
particle of a substance is held only by the particles which are 
very near to it. 

A sphere, of which the radius is perhaps 'not greater than a 
few millionths of a centimeter, which includes all the particles 
of a substance which have appreciable action upon the particle 
at the center of the sphere, is called the sphere of molecular action 
of the substance. 

192. Surface film; molecular pressure. — The surface layer of a liquid of 
thickness equal to the radius of the sphere of molecular action is called the 
surf ace film. Let AB (Fig. iii) be the plane surface of a liquid. Consider 
the molecular forces acting upon the fluid particle fi. Describe the sphere of 

* The word molecular is to be understood as referring merely to the small parts of 
a body, and tiie action between two such parts is assumed to be simply an attraction. 
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molecular action with its center at p. If this sphere lies wholly within the 
liquid, that is, if p lies below the surface film, the particles which have sen- 
sible action on / will be evenly distributed around/ and the forces acting on 
p are the same in all directions. If p lies in the surface film, there will be 




Fig.* 111. 



more attracting particles on the inward than on the outward side of /, and 
there will be on the whole a force pulling p inwards. These inward forces 
upon the particles of a liquid in the surface film make the hydrostatic pressure 
in the region enclosed by the surface film greater than the hydrostatic pressure 
on the outside. This increase of pressure across the plane surface of a liquid 
is called the molecular pressure of the liquid. 

193. Work done by the contraction of the surface of a liquid ; 
surface tension. — When the surface of a liquid contracts, for 
example, when a drop of liquid changes from an elongated to a 
spherical form, a number of particles in the surface film move 
into the interior of the liquid, and work is done by the forces 
which pull these particles inwards. That is, the contraction of 
the surface of a liquid means the doing of work by the liquid. 
The surface film of a liquid is therefore in a state of tension, 
for any surface which does work upon contraction is in a state 
of tension. 

194. Definition of tension of a surface. — Consider 

1^ a surface which is in a state of tension, for example 

^^'^ a stretched sheet of rubber. The portions of this 

^\y^ membrane or film which lie on the two sides of a 

A \ - line AB (Fig. i\2) pull on each other across the line 

\ with a force 7^ which is proportional to the length of 



the line. The force per unit length of line is the 

FIgr 112. lb 

measure of the tension of the film. 

195. Angles of contact. — A surface which separates two 
fluids always makes a definite angle of contact with the clean 
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surface of any solid with which the fluids are in contact. For 
.example, the surface between water and air always meets a 
clean glass surface tangentially. The surface between mercury 
and air likewise always meets a clean glass surface at a definite 
angle. The surfaces which separate three fluids always inter- 
sect at definite angles. 

Discussion, (a) Case of three fluids, — Let a (Fig. 113) be a line per- 
pendicular to the paper at which three fluid surfaces meet as shown. The 
forces I, 2, 3, with which the surface films pull at a^ are in equilibrium. These 




Fig. 113. 



forces are therefore parallel, and proportional to the sides of a triangle. This 
triangle is shown at B (Fig. 113). The angles between the surfaces at a can 
thus be calculated in terms of the tensions of the three fluid surfaces. 

(J)) Case of two fluids and a solid. — Not only is a surface, separating two 
fluids, under tension, but so also is a surface separating a solid and a fluid. 
In this case, however, the surface being 
rigid, the experimental evidence is less 
complete. Let a (Fig. 114) be the 
line of contact, with glass, of the sur- 
face separating oil and water. The 
condition of equilibrium requires the 
resolved part parallel to AB^ of the 
tension 5", to be equal to the difference 
of the tensions o and w, so that the 
angle B is thereby determined. 



QLAS8 



Fig. lU. 



196. Capillary elevation and 
depression. — The angle of con- 
tact of a water surface with glass 
is such as to make the surface of 
water in a small glass tube concave, as shown in Fig. 115, and 
the surface tension draws the water up into the tube. 



B 
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The angle of contact of a mercury surface with glass is such 
as to make the surface of mercury in a small glass tube convex, 




yy 



Fig. 115. 



Fig. 116. 



as shown in Fig. 1 16, and the surface tension draws the mercury 
downwards in the tube. 

197. The law of diameters (Jurin*s law). — The elevation or 
depression of a liquid in a capillary tube is inversely proportional 
to the diameter of the tube, 

Jurin's relation between size of capillary tubes and the amount 
of elevation or depression therein is derived from the foregoing 
principles as follows : — 

Let Fig. 117 represent a capillary tube, bore of radius f, 
plunged in a broad vessel of liquid. Then irr^hdg is the weight 
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Figr. 117. 

of the elevated column h of liquid, irr'^h being its volume, d its 
density, and g the intensity of gravity. The force which sus- 
tains this weight is the vertical component, 2 irrT cos 0, of the 
force due to the tension of the liquid surface at the walls 
of the tube, 2 7rr being the circumference of the bore of 
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the tube, T the surface tension, and Q the angle of contact. 

Therefore ., , ^ ^ 

irr^hdg = 2 irrT cos ^, ( 104) 

2 T cos Q 



whence 



// = : 



dgr 



(105) 



For water in glass tubes = 0, so that for this case (105) 
becomes 



h = 



2T 



dgr 



(106) 



This equation enables the calculation of T when h, d, g, and r 
are known. 

198. Equation of capiUarity. — The difference in pressure on the two 
sides of a liquid film, due to the tension of the film, depends upon the tension 
and upon the curvature of the film. The equation expressing this relation is 
called the equation of capillarity. It is 



^ = A-k''-R'' 



V)' 



(107) 



in which p is the difference in pressure on the two sides of a film, due to the 
tension T of the film, and R' and R" are the principal radii of curvature of the 
film at the point. 

Proof. — {a) The tension of a film is equivalent to two mutually perpen- 
dicular equal pulls. The effect of each pull may in any case be considered by 
itself, the total effect being the sum of the effects due to each. 

{b) Consider a small portion A5 of any curved surface in the neighborhood 
of a chosen point on the surface. Draw a tangent plane to the surface at the 
point. A plane normal to this tangent plane intersects A^S* in a curve which 
is sensibly an arc of a circle of radius r. There is one position of this normal 
plane for which r has a maximum value R\ and another position at right 
angles thereto for which r has a mini- 
mum value R", These two radii, R' 
and R"j are called the principal cur^ 
vatures of the surface at the point. The 
effects of each of these two curvatures 
cff a surface at a point may in any case 
be considered separately. When con- 
sidering the effect of one curvature 
the surface may be thought of as cylin- 
drical. 

{c) Pressure inside a cylindrical 
film. — Let AB (Fig. ii8) represent a 
strip, of width w, of a cylindrical filo) 
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of radius R'. Consider the portion of this strip which subtends an angle 
2 A^ from the axis O of the cylinder. This portion is of length 2^0*R' and 
of width w ; therefore \h^ force due to internal pressure p pushing out on this 
portion is pwR'2 ^0. The forces wT, due to the tension T of the film, 
pulling this portion of the film on either side, are inclined at the angle A^ to 
the horizontal, so that the downward component of each is wT- J\0. There- 
fore the total downward force acting upon the portion of the film under con- 
sideration is 2wT' J\0. These forces are in equilibrium, so that 

'2wT'^e=pwR'2t^e or p=yj' (io8) 

(d) In case of a film having double curvature, with principal radii R' and 

R"y the internal pressure contributed by each is — and — ^ respectively, so 
that the total internal pressure is 

T T 

p -—-\- ■±-' Q.E.D. 

^ R' R" 



199. Examples of the Application of the Equation of Capillarity. 

{a) Liqui4 uninfluenced by gravity. — In such a liquid the 
pressure is the same throughout, so that from equation (107) 

-—J 4- -^77 must have the same value at all points of the surface 
R. R 

of such a liquicL The only finite surface which satisfies this 

condition is the sphere. Therefore the surface of a liquid 

uninfluenced by gravity must be spherical. 

The spherical form of a portion of a liquid uninfluenced by 
gravity is beautifully shown by drops of olive oil floating in a 
mixture of alcohol and water of the same density. Gravity 
produces only very slight variations of pressure in a small 
portion of a liquid, and these always assume a spherical form, 
as exemplified by drops of dew and globules of mercury, and 
also by small bubbles of air in a viscous liquid. 

{b) Soap bubbles. — The difference in pressure inside and 
out of a soap bubble is sensibly of one value at every point 

of its surface, so that — + — ^ is constant, and the bubble is 
spherical. 
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(c) Soap films on wire frames (Plateau). — In this case the 
pressure is the same on the two sides of the film, and 

■^+^=0. (109) 

If the wires of the frame lie in a plane, the film itself will be 
plane, otherwise R' and R'' have equal and opposite values at 
each point. 
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CHAPTER VIII. 
CHEMICAL ACTION ; CRYSTALLIZATION ; DIFFUSION. 

200. Homogeneous substances. — A homogeneous substance is 
one which is similar in all its parts. Organic tissue, living or 
dead, is non-homogeneous. Any non-homogeneous substance 
:nust be reduced to one or more homogeneous substances before 
any detailed chemical or physical study can be made of it. 

201. Coexistent phases. — It is a matter of common observa- 
tion that a homogeneous substance may be made to break up 
into a number of distinct homogeneous parts which differ defi- 
nitely as to their properties. Such homogeneous parts are 
called phases. 

Examples, — A vessel full of steam partly condenses when 
cooled, and presents two phases, namely, steam and water ; fur- 
ther cooling may partly freeze the water, when there will be three 
phases, namely, water vapor, water, and ice. Water vapor may 
be wholly converted into water or into ice, and vice versa; there- 
fore these three phases are said to be of the same composition, 

A solution of salt may be made to deposit salt crystals by 
cooling. The mother-liquor and the crystals are phases of dif- 
ferent composition, inasmuch as salt solution cannot be wholly 
converted into salt, and salt cannot be converted into salt solu- 
tion without admixture of water. 

This breaking up of substances into phases of different com- 
position is the fundamental fact of chemistry. 

202. Elementary and compound substances. — A substance 
which can be broken up into phases of different composition is 

134 
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called a compound substance. The component parts themselves 
may be compound. Substances which have never yet been 
broken up in this way are called elementary substances or chemi- 
cal elements^ of which about seventy are at present known. 

203. The conservation of matter. — The sum of the masses of 
the component parts of a compound substance is equal to the 
mass of the compound. That is, the total mass of a number of 
substances remains constant, irrespective of the changes which 
these materials may undergo. 

Example. — The products of the combustion of coal may be 
collected and weighed, and the mass of these products is equal 
to the sum of the masses of air and coal which took part in the 
combustion. 

204. Chemical compounds; mixtures. — Those compound sub- 
stances of which the component parts are in unalterably fixed 
proportions* are called chemical compounds. Those compound 
substances of which the component parts may be in varying pro- 
portions are called mixtures. For example, pure water (which 
contains always 200 parts by weight of hydrogen to 1588 parts 
by weight of oxygen) is a chemical compound ; air, which may 
contain nitrogen, oxygen, carbon dioxide, water vapor, etc., in 
widely varying proportions, is a mixture. 

Two substances are said to combine when they form a chemical 
compound. The molecular theory furnishes a useful conception 
of this act of combination, 

205. Combining ratios. — Consider two elementary substances. 
Let a be the mass of the one which combines with a mass b of 
the other. The ratio ^ is called the combining ratio of the two 
elements. 

Law of multiple proportions. — Two elements often have more 
than one combining ratio. Let b^^ b^, b^, •••, be the masses of one 

♦ The fact that there are such compound substances is called the law of constant 
proportions. 
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element which can combine with a given mass a of another ele- 
ment. The masses b^, b^, dg, are always multiples of some one 
number, so that the ratios b^ : b^ b^ : ^g, •••, are rational fractions. 

206. The chemical combination of gases. — Let u and v be the 
respective volumes of two gases (measured at the same tem- 

71 

perature and pressure) which combine. The ratio - is always 

(sensibly) a rational fraction. Thus two volumes of hydrogen 
combine with one volume of oxygen to form water. Equal vol- 
umes of hydrogen and chlorine combine to form HCl. Nitro- 
gen and oxygen may combine in the following proportions by. 
volume : Two of nitrogen with one of oxygen ; one of nitrogen 
with one of oxygen ; two of nitrogen with three of oxygen ; one 
of nitrogen with two of oxygen ; and two of nitrogen with five 
of oxygen. 

207. The molecular theory.* — The above facts of chemical 
combination, as well as other experimental facts to be given 
hereafter, are clearly represented if we assume that each chemi- 
cal element is made up of ultimate similar particles of equal 
mass called atoms, and that the atoms of two or more elements 
in a chemical compound are arranged in similar groups called 
molecules. For example, the atomic groups, or molecules, of the 
five compounds of oxygen and nitrogen are as follows : 

Compound No. i. Two atoms of nitrogen and one atom of oxygen, NgO. 

Compound No. 2. One atom of nitrogen and one atom of oxygen, NO. 

Compound No. 3. Two atoms of nitrogen and three atoms of oxygen, NgOg. 

Compound No. 4. One atom of nitrogen and two atoms of oxygen, NOg. 

Compound No. 5. Two atoms of nitrogen and five atoms of oxygen, N2O5. 

♦ This molecular theory proves very useful throughout the subject of chemistry, in 
the theory of gases and solutions, in the theory of heat, in the theory of crystalliza- 
tion, and in the theory of electrolysis. The student should look to this use. All 
elaborations of the theory are for the purpose of furnishing concrete conceptions 
of obscure chemical and physical phenomena, and until the student takes up the 
study of such phenomena it is worse than useless to dwell upon the details of the 
theory. 



Digitized by VjOOQIC 



CRYSTALLIZATION. 



137 



The combining ratios of these various compounds are 
2802 : 1588, 1401 : 1588, 2802 14764, 1401 : 3176, and 2802 : 7940 
respectively. These numbers are multiples of 1401 on the one 
hand and of 1588 on the other. The number 1401 is called the 
atomic weight of nitrogen and the number 1588 is called the 
atomic weight of oxygen, the atomic weight of hydrogen being 
chosen arbitrarily as 100. 

The principle of Avogadro. — The molecular theory taken in 
conjunction with the facts stated in Arts. 205 and 206 indicates 
that all gases have the same number of molecules per unit volume 
at the same temperature and pressure, 

208. States of aggregation ; solids ; liquids ; gases. — A solid 
is a substance which has more or less rigidity of form or which 
can withstand, at rest, a shearing stress. A fluid is a substance 
which has.no rigidity of form. (See Art. 159.) A liquid is a 
fluid capable of having a free surface and of which the volume 
is definite. A gas is a fluid of which the volume is limited only 
by that of the closed containing vessel. 

The phenomena of heat indicate, as we shall see, that the 
molecules of all substances are in a state of erratic motion 
more or less violent. In solids it is very likely that each mol- 
ecule in its motion does not move to any sensible distance from 
its mean position, but, on the whole, retains its proper place in 
the molecular structure (crystalline) of the solid. In liquids and 
gases each molecule wanders throughout the mass of the fluid, 
as is shown by the phenomena of diffusion and electrolysis. 

209. Crystallization. Crystalline substances. — Some liquids 
(also some gases) under proper conditions, e.g. when cooled to 
a certain temperature, begin to deposit solid parts called crys- 
tals, which are of regular form and bounded (usually) by plane 
faces. This phenomenon is called crystallization. Solids formed 
in this way are said to be crystalline. The physical properties 
of crystalline solids, such as cleavage^ and their elastic and elec- 
trical properties, indicate definite molecular structure. Indeed, 
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the phenomenon of crystallization is to be thought of as a defi- 
nite grouping of the molecules as they pass from the freedom 
of the liquid state to the solid state. 

Amorphous substances, — Other liquids under proper condi- 
tions, e.g, when slowly cooled, become more and more viscous, 
until to all appearances solid. Such substances have no defi- 
nite melting point, they give no evidence of molecular structure, 
and are called amorphous substances. Most amorphous solids 
are very slightly viscous, and exhibit other properties of liquids. 
For example, glass is known to be an electrolyte, a fact which 
indicates that some of its molecules or atoms must wander 
throughout its mass. 

Crystalloids; colloids. — Substances which crystallize upon 
solidification are called crystalloids. Some substances, sugar 
for example, may be either amorphous or crystalline according 
to the conditions under which the solidification takes place. 
Some substances, such as glue and albumen, seem to be totally 
incapable of crystallization. Such substances are called colloids, 

210. Law of constant angles * (Rom6 de Tlsle). — During the 
growth of a crystal the angles between the various faces remain 
unchanged, and for a given substance these angles are invari- 
able. The amount of deposition on a given face, i,e, the growth 
of that face, varies greatly with circumstances. Therefore the 
directions only of the various faces are significant. 

211. Axes of reference ; intercepts of a face. — It is convenient to choose 
as axes of reference three lines parallel respectively to any three \ edges of a 
crystal which do not lie in one plane, 

♦ The following discussion of crystallography cannot be followed by the beginner 
without the help of crystal models. Actual crystals are not so good, since the eye 
scarcely perceives symmetry of angles except it be accompanied by symmetry of 
dimensions^ which is easily provided in models, but only occurs accidentally in actual 
crystals. The reader is referred to E. S. and J. D. Dana, A Text-book of Mineralogy, 
Wiley and Sons, i886, for a full discussion of crystallography. 

t It is evident that these axes may be other than rectangular. The choice of axes 
of reference here indicated greatly simplifies the statement of the law of rational 
indices. (See Art. 213.) 
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Let the plane of a crystal face be extended until it cuts these X, V, Z axes 
of reference at distances «, )S, and y respectively from the origin. These dis- 
tances a, )8, and y are called the intercepts of the face. 

212. Axial parameters of a crystal. Indices of a face. — It is convenient 
in crystallography to express the intercepts a, )8, and y of a face in terms of 
three chosen * lengths a^ b, c in the directions of the respective axes of refer- 
ence, such that a = la, fi = md, and y = nc. 

The chosen lengths a, ^, and c are called the axial parameters of the crys- 
tal, and /, ;//, and n are called the indices of the given face. Since the direc- 
tion, only, of a face is significant, the intercepts /^, mb, and nc may be divided 
by any number, say a\ this is equivalent to displacing the face parallel to 

itself; the intercepts then become /, nt — , and « •-. The permissible values 

a a 

of the indices /, w, and n for the various faces of a crystal are determined 

from the law of symmetry (Art. 215) and the law of rational indices (Art. 

213), as we shall see, so that a givett crystal is completely characterized by 

the values of - and -, the angles between the axes of reference^ and by its degree 

of symmetry. The values of - and -, and the angles between the axes, are 

called the elements of a crystal^ and the degree of symmetry (there are six 
degrees) determines to which one of six systems the crystal belongs. 

213. Law of rational indices (Mains). — It is always possible to choose 

- and -(Art. 212) for a given crystal so that for every face of the crystal the 

indices /, w, and n are integers. 

The intercepts of a number of faces of a given crystal upon the axes of 

reference being determined by observation, the numerical values of - and - are 

a a 

determined upon the condition t that /, ;«, and n shall be integers for every 

face. There is a series of values of -and -which satisfy this condition, the 
smallest values being chosen. ^ ^ 

214. The molecular theory of crystallization. — All the experimental facts 
concerning crystals are clearly represented if we imagine a crystal to be built 
up of molecules which are deposited in layers upon the various faces. The 
molecules in each layer being arranged in rows^ each row being the line of 
intersection of two possible faces of the crystal. 

The axes of reference are thus in the direction of rows of molecules. If 
the spacing of the molecules in these axial rows is imagined to be propor- 
tional to the axial parameters a^ b, c of the crystal, then the indices /, w, n 
of any face (or layer of molecules) must be integers. The most familiar 

♦ For manner of choice see Art. 213. 

t The possibility of this condition in every case is Malus' discovery. 
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example of this, in two dimensions, is afforded by a field of Indian corn in 
which the hills are in rows both ways. The hills then form diagonal rows. 
Choose any two rows as axes of reference. Then any other row not passing 
through the origin has intercepts on these axes and these intercepts are 
integral multiples of the distances between adjacent hills in the respective 
axial rows. 

215. Symmetry of crystals. — Whenever any two edges of a crystal are 
at right angles to each other, or whenever any three edges are mutually rec- 
tangular, it is conducive to simplicity to choose such edges as axes of 
reference. . 

Crystals are classified according to their degree of symmetry, into six 
systems, as follows : 

Orthogonal systems, to which all crystals belong, which have, possibly,* 
three mutually perpendicular edges, which are chosen as axes of reference. 
There are three such systems : 

{a) The cubic or isotnetric system. In this system the faces are similarly 
grouped about each of the three orthogonal axes. Therefore a = b = c 
(Art. 212), and these crystals are symmetrical to nine planes, of which three 
are the axial planes xy^yz, and zx, and the other six are diagonal thereto. 

{b) The tetragonal or dimetric system. In this system the faces are simi- 
larly grouped with respect to each of two only of the orthogonal axes. There- 
fore a'Sb^c^ and these crystals are symmetrical to five planes, of which 

three are the axial planes and the other two are diagonal planes intersecting 
along the axis a. 

{c) The orthorhombic or trimetric system. In this system the faces are 
dissimilarly grouped about the three orthogonal axes. Therefore a^ b^ and c 
are all different, and these crystals are symmetrical to three planes, which are 
the axial planes. 

Inclined systems, to which all crystals, except hexagonal crystals, belong 
which do not have, possibly, three mutually perpendicular edges. There are 
two such systems : 

{d) Monoclinic system. Crystals belonging to this system have, possibly, 
one edge which is at right angles to two others. In this system «, b^ and c 
are unequal. t Monoclinic crystals are symmetrical to one plane which is the 
plane of the oblique axes. 

{e) Triclinic system. Crystals belonging to this system have no two pos- 
sible edges at right angles. Therefore the axes of these crystals are all 

♦ An edge or a face may be possible on a crystal of a given substance without 
actually occurring. That is, certain layers of molecules in a crystal may not always 
show as faces. 

t A crystal admitting of monoclinic axes, but of which the arrangement of the 
faces requires two or more of a^ by and c to be equal, falls into one of the previously 
mentioned systems. 
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oblique, and a^ b^ and c are unequaL* Triclinic crystals have no plane of 
symmetry ; the only symmetry they possess consists in the fact that diamet- 
rically opposite parts are similar. 

(/) The hexagonal system. Crystals which have possibly three edges 
60° apart in one plane, and another edge at right angles thereto, and of which 
the faces are similarly grouped with respect to the three coplanar edges, are 
classified together as hexagonal crystals. Such crystals have four axes. The 
three coplanar axes are called the lateral axes. The lateral axial parameters 
are equal. t 

There are two subdivisions of hexagonal crystals : 

(i) Those which are symmetrical to seven planes; namely, the plane of 
the lateral axes, which is called the basal plane^ and six planes perpendicular 
to the basal plane, three of which include the lateral axes and three, called 
the diagonal planes, midway between them. 

(2) Those which are symmetrical to four planes ; namely, the basal plane 
and the diagonal planes just mentioned. 

216. Solution. — Some solids when placed in a liquid, for 
example, sugar in water, are disaggregated ; the molecules J of 
the solid become free and wander about through the liquid. 
The solid is said to dissolve in the liquid, and the mixture, 
which soon becomes homogeneous, is called a soltition. Gases 
are, in many cases, absorbed by a liquid in indefinite propor- 
tions, and one liquid often mixes with another. Such mixtures 
are also called solutions. 

Solubility, — When a liquid at a given temperature has dis- 
solved the greatest possible amount of a substance, the resulting 
solution is said to be saturated. The mass of a substance per 
unit mass of liquid in a saturated solution at a given tempera- 
ture is called the solubility of the substance at that temperature. 
The solubility of solids in nearly every case increases rapidly 
with rise of temperature; the solubility of a gas ordinarily 
decreases with rise of temperature. 

♦ A crystal admitting of triclinic axes, but of which the arrangement of the faces 
requires two or more of a, d, and c to be equal, falls into one of the previously men- 
tioned systems. 

t On account of the similar grouping of the faces with respect thereto. 

X The student should interpret the word molecule simply as small part, except 
when forming a conception of a chemical compound, in which case a molecule is a 
definite group of atoms. 
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Supersaturation. — If a saturated solution of a substance be 
cooled slowly, the substance is ordinarily slowly deposited, 
usually as crystals. The beginning of this action requires a 
nucleus such as a particle of dust, a sharp point of a submerged 
body, or a crystal of the substance. Such nucleus being absent, 
the solution becomes supersaturated as it is cooled. A super- 
saturated solution is in a state of unstable equilibrium and in 
many cases a very slight disturbance of any kind upsets it and 
causes the deposition of crystals. Liquids which are on the 
point of freezing behave as saturated solutions. 

217. Diffusion. — When two liquids which are miscible, for 
example, pure water and an aqueous solution of any salt, are 
brought carefully together so as not to mix by convection, it is 
found that in the course of time they become uniformly mixed. 
This phenomenon is called diffusion ; it shows that the mole- 
cules of liquids wander as mentioned in Art. 208. Gases mix 
in the same way, but with greater rapidity. 

Coefficient of diffusion. — The rate of diffusion of a substance in solution 
is proportional to the concentration gradient of the solution (Graham's Law). 
Explanation: Consider a vessel containing water, with crystals of soluble 
salt at the bottom. This salt will dissolve, forming a solution which grows 
less concentrated towards the top of the vessel. The concentration is reck- 
oned as grams of salt per gram of solution. Consider the difRision across an 
imaginary horizontal plane area a. Let A^ be the difference in concentration 

at two points near the plane, distant Ar the one above the other, then -j— or 

— is called the concentration gradient at a. By rate of diffusion is meant 

dx 

the number of grams of salt which diffuse across unit area per unit time. 

Graham found this rate to be approximately proportional to — . The pro- 

dx 

portionality constant is called the coefficient of diffusion of the salt in the 

given solvent. 

Diffusion through membranes ; osmosis. — When two liquids 
are separated by a porous membrane, it is found that one 
of them — perhaps the one which wets the membrane with 
the greater facility — diffuses through the membrane faster 
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than the other. This phenomenon is called osmosis. If the 
liquids are two different aqueous solutions, the salts, being 
different, pass through the membrane with unequal facility. 
Colloids pass through membranes very slowly and crystalloids 
with much greater rapidity. 

218. Semi-permeable membranes; osmotic pressure. — Some 
membranes allow water to diffuse through them quite freely, 
while salts in solution pass with difficulty. Such are called 
semi'pemieable membranes. If a solution of a salt be separated 
from pure water by a semi-permeable membrane, water will pass 
through the solution until the pressure of the solution exceeds 
that of the water by a certain amount. This excess of pressure 
is called the osmotic pressure of the solution. The conception 
of osmotic pressure plays an important part in the theory of 
solutions. 
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HEAT. 

CHAPTER IX. 
TEMPERATURE. THERMAL EXPANSION. 

219. Thermal equilibrium ; temperature. — When one or 
more substances are so situated that they are free from all 
outside disturbances, they settle to a permanent or unchanging 
state and are said to be in thermal equilibrium. For example, 
the various objects in a closed room settle into thermal equilib- 
rium, and when a hot stone is thrown into a pail of water the 
mixture, at first turbulent, soon becomes quiet. A number of 
bodies which have settled to a common state of thermal equilib- 
rium are said to have the same temperature. When a substance 
is hot its temperature is said to be high ; when cold, its temper- 
ature is said to be low. 

220. The dissipation of energy. Preliminary statement of the 
first law of thermodynamics, — In every actual case of motion 
the moving bodies are subject to friction and to collision, their 
energy is rapidly dissipated, and they come to rest. This dissi- 
pation * of energy is always accompanied by the generation of 
heat, and experience shows that the amount of heat generated 
is equivalent to the energy dissipated. The expression of this 
fact is the first law of thermodynamics. 

♦ The dissipation of energy is the conversion of mechanical energy into heat. 
This is a degradation of energy from a form which is wholly available for the doing 
of work to a form which is only in part available. , 

144 
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Example of the dissipation of energy, — An engine driving 
machinery does work continually. The work thus continually 
generated is not stored in the machinery as potential energy nor 
as kinetic energy, but is dissipated, and appears as heat at the 
various places where friction occurs. 

221. The molecular theory of heat. — In considering the 
phenomena of motion we habitually ignore a very important 
class of movements and of force actions, namely, the relative 
motion of, and the mutual force action between, the very small 
parts of bodies, or, briefly, molecular motion and molecular 
forces. The dissipation of the energy of a system may thus be 
due to an increase of the energy of the ignored motion. In- 
deed, it is helpful to think of heat as the energy stored in a 
substance by virtue of the state of its molecular motion.* 

222. Effects of heat. — When a substance is. heated, by the 
dissipation of energy, by contact with a hot body, or otherwise, 
the following effects may be produced : 

(i) The temperature of the substance may rise. 

(2) The substance may expand or contract. 

(3) The substance may melt or vaporize. 

(4) If the substance is a chemical compound it may be dis- * 
sociated. For example, water vapor breaks up into a mixture 
of oxygen and hydrogen when sufficiently heated. 

(5) The substance may exhibit certain electrical phenomena. 

223. Thermal Expansion of Gases ; Gay Lussac's Law. 

{a) When equal volumes of various gases are heated, under 
constant pressure, they all suffer the same expansion for the 
same rise in temperature. 

* Heat is to be thought of as in part the potential energy of molecular configura- 
tion, and in part the kinetic energy of molecular motion. The use of this conception 
of heat enables the student to grasp some of the facts concerning heat more easily 
than would otherwise be possible. It is, therefore, used throughout the succeeding 
chapters, especially in the discussion of the second law of thermodynamics. 

L 
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This fact was discovered by Gay Lussac, and afterwards by 
Charles. It may be easily verified by means of the apparatus 
shown in Fig. 119. This apparatus consists of a glass bulb 




wmm///mmm//mmm/mmm 




Fig. 119. 

which contains the gas to be studied. The gas is separated 
from the air by mercury, which fills the horizontal stem and 
allows the gas to expand without increase of pressure. 

{b) When various gases under the same initial pressure are 
heated, and not allowed to expand, they all suffer the same in- 
crease of pressure for the same rise in temperature. 




This fact is a necessary consequence of Boyle's law (Art. 163) 
and Gay Lussac's law as stated under {a). It may be easily 
verified by means of the apparatus shown in Fig. 120. The 
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glass bulb A contains the gas to be studied. The bulb com- 
municates, as shown, with the short arm of an open tube 
manometer Mm^ which serves to measure the pressure of the 
gas in A. /* is a tube containing mercury, in which an' iron 
rod may be submerged to any required extent, so as to bring 
the mercury in m to a marked point at a, thus keeping the 
volume of the enclosed gas constant. 

Remark, — When first discovered, Gay Lussac's law was 
thought to be exactly true. Very careful measurements, how- 
ever, show perceptible differences of expansion of various gases. 
Such gases as carbon dioxide, ammonia, and water vapor, for 
example, are distinctly different in their expansion from such 
gases as hydrogen, nitrogen, and oxygen. 

224. Provisional definition of the ratio of two temperatures. — 
Gay Lussac's law affords a convenient basis for the definition 
of temperature ratios— .convenient because not dependent upon 
any particular gas. The ratio of two temperatures (provision- 
ally defined) is the ratio of the pressures of a constant volume 
of gas at the respective temperatures. That is, / and/' being 
the pressures of a constant volume of gas at temperatures T 
and T' respectively, we have by definition 

f-|- (..0) 

This provisional definition will be found to coincide with the 
thermodynamic definition of temperature. 

225. The air thermometer.* — The air thermometer is an 
apparatus for measuring the ratio of two temperatures by 
observing the pressures of a confined portion of gas at the 
respective temperatures. The essential parts of the air ther- 
mometer are shown in Fig. 121. The bulb A contains dry air, 
and communicates through a tube of fine bore with the short 

* The hydrogen thermometer is the accepted standard. 
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0. 



arm of a syphon barometer BB (or open tube manometer), by 
means of which the pressure of the air in the bulb is meas- 
ured. A movable reservoir R containing 
mercury communicates with the barome- 
ter through a flexible tube, and serves to 
bring the surface of the mercury at a to 
a marked point near the opening of the 
fine tube, thus keeping the volume of the 
enclosed air constant. 

Remark. — Since the air thermometer 
measures only the ratio of two tempera- 
tures, it is necessary to assign an arbi- 
trary value to some standard temperature, 
or to the difference between two standard 
temperatures before numerical values can 
be found for other temperatures. 



^\ 



226. Standard temperatures. — Experi- 
ment shows that the temperature of pure 
melting ice and the minimum tempera- 
ture of pure steam at a given pressure 
are invariable. These temperatures (at 
76 cm. pressure) are taken as the stand- 
^^^' ^^^ ard temperatures in thermometry. They 

are called the ice point (/) and the steam point (5) respectively. 
The ratio of standard steam temperature to ice temperature 
has been found by the air thermometer to be 1.0367; that is, 

5 



-= 1.0367. 



(Ill) 



It is customary to assign the arbitrary value 100 to the differ- 
ence 5 — /, so that 

5-/= 100. (112) 

From these two equations we find that 5 = 373 and /= 273 
approximately. The values of 5 and / are thus shown, and 
any other temperature may be determined by measuring its 
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ratio to / or to 5 by means of the air thermometer. Tempera- 
tures measured in this way are called absolute temperatures. 
Air-thermometer temperatures reckoned from ice point, that 
is {T— 1\ are very nearly the same as the temperature values 
indicated by the ordinary centigrade mercury-in-glass thermome- 
ter, which is described in Art. 227. 

227. The mercury thermometer. — In nearly all measurements 
of temperature it is much more convenient to observe the 
expansion of a liquid contained in a closed vessel of A 



glass, than to use an air thermometer. The most impor- t^ 



tant instrument of this class, and the one universally 
employed in scientific work, is the mercury thermometer. 
A glass tube AB (Fig. 122) of fine uniform bore, having 
a bulb on one end, is completely filled with mercury at 
a temperature so.mewhat above the steam point, and is 
hermetically sealed at -^. As it cools, the mercury con- 
tracts more rapidly than the glass, and thus only par- 
tially fills the stem. The whole is placed in an ice bath, 
and the position of the surface of the mercury in the 
stem is marked at /. In a similar manner the steam 
point is marked at 5. 

In the centigrade scale (Celsius), which is the scale 
universally used in scientific work, the distance SI is 
subdivided into one hundred equal parts, which divisions 
are continued above 5 and below /. These marks are 
numbered upwards, beginning at /, which is number zero. 
The marks below / are numbered negatively from /.* 

Any temperature is specified by giving the number of the 
mark at which the mercury stands when the thermometer is 
brought to that temperature. For example, 65° C, read sixty- 

* The only other scale of which mention need be made is that of Fahrenheit, in 
which the distance SI is subdivided into one hundred and eighty equal parts, which 
divisions are continued above S and below /. These marks are numbered upwards, 
beginning with the thirty-second mark below /, which is number zero. The marks 
below zero are numbered negatively. 
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five degrees centigrade, is the temperature at which the mercury 
in a mercury thermometer stands at mark number 65 of the 
centigrade scale. 

228. Errors of thermometers.* Mercury-in-glass temperatures. 
— The indications of two mercury thermometers may differ: 
{a) because of irregularities in the bore of the stem ; (^) because 
of errors in the location of the steam and ice points ; {c) because 
of irregularities in the divisions on the stem ; and {d) because of 
the use of glass having other than standard composition. Also 
the indication of a given thermometer changes slowly for an 
hour or more after it is brought to a given temperature. Ther- 
mometers used in accurate work are made of a standard variety 
of glass, the errors due to {a\ {b), and {c) are determined as 
explained in the next article, and readings are taken after the 
thermometer has stood for some time at the temperature to be 
indicated. Temperature values indicated by a mercury-in-glass 
thermometer used in this way are called mercury-in-glass temper- 
atures, Mercury-in-glass temperatures are slightly different from 
air-thermometer temperatures (reckoned from ice point) because 
of irregularities in the expansion of mercury and glass, as shown 
in the following table : 

TABLE. 

AfR-THERMOMETBR TbMPERATURES MeRCURY-1N-GLASS 

RECKONED FROM ICE PoiNT. TEMPERATURES. 

- 19.85 - 20. 

0.00 . ice point o. 

+ 19.92 +20. 

39-89 40. 

59.90 60. 

79.95 80. 

100.00 steam point 100. 

120.05 ^20. 

140.09 140. 

160.10 160. 

180.06 180. 

199.96 200. 

♦ In accurate work the whole thermometer, stem and all, is brought to the tem- 
perature to be indicated ; or allowance is made for the difference in temperature of 
bulb and stem. 
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229. Standardization of a Mercury Thermometer. 

Preliminary. — Consider two mercury-in-glass temperatures / and f . Let 
V and 1/ be the volumes of the bore of the stem from / (ice point) to /, and 
/ to /' respectively : then . 

- = -• (113) 

This is evident when we consider that / and /' are the numbers of equal 
divisions of a tube of uniform bore from / to /, and from / to t' respectively. 

Method of standardizing. — In the following discussion the ^ 
thermometer scale is considered to be simply a scale of parts. rJ 

{a) Observational data, (i) The scale reading a (Fig. 123), 
when the thermometer is in an ice bath, is taken. (2) The scale 
reading/", when the thermometer is in a steam bath at the observed 
pressure of / m.m., is taken. The temperature, /, of a steam bath at 
pressure/ m.m., provided/ is not very different from 760 m.m., is 

/= 100° — 0.0375 (760 —/). (114) 

This equation results from the observed fact that the temperature ^' 
of a steam bath in the neighborhood of 760 m.m. pressure de- 
creases 0.0375 degree centigrade for each millimeter decrease of 
pressure. (3) Let V be the volume of the bore between d; and /*. 
Let a portion, of volume nearly equal to J F, of the mercury fila- 
ment be detached, so that placed end to end four times it may 
very nearly reach from a to/. Let this filament be placed with its 
lower end at a^ and let the position b of its upper end be noted. 
Then let it be placed with its lower end at ^, and let its upper end I- 
be read, and so on. The readings thus obtained are b^ c, d, and e, 
(b) Calculation of true mercury-in-glass temperature 7? corre- 
sponding to a given reading r. Assume the bore of the tube to be 
uniform throughout each section ab^ be, ed, and df. Let x be the 
volume of the detached filament ; then Fig. 123. 

^=4*+^^, (us) 

for, since the bore is assumed uniform between d and /, the volume of the 

portion e/of the bore is J ~ ^ x, 
e — d 
Similarly, the volume of the bore between a and r is 

r' = 2;r + ^— ^^. (116) 

d— c ^ ^ 

From equation (113) we have — = -— , -whence, substituting values of V 
and V from (115) and (i 16) and solving for 7?, we have 

R ^/. (1,7) 



-d 



-c 



-b 
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This formula differs according to the position of the reading r. The 
assumed uniformity of the bore of the stem throughout the sections ab^ be, etc., 

leaves slight outstanding errors ; 
these are, however, very much 
smaller than would result from 
an assumed uniformity of bore 
throughout. Such outstanding 
errors may be in turn eliminated 
by calibrating the respective 
sections. 

How important such calibra- 
tions of the tubes of mercury 
thermometers really are, will be 
seen from Fig. 124, in which are 
shown graphically the irregulari- 
ties of the bore of an excellent 
thermometer between 5° C. and 
95° C. Ordinates are distances 
from the ice point, and abscissas 
are cross-sections of the bore, 
in terms of that of the average 
cross-section taken as unity. 
The ratio of the largest cross- 
section measured, to the smaiiesc 

was i^^ = 1 .068 (nearly 7 per 
.976 

cent). 

230. Thermal expansion 
of liquids and solids. — 

Liquids and solids do not 
show the regularity of ex- 
pansion which is found in 
the case of gases, but every 
solid and every liquid ex- 
hibits characteristic irregu- 
larities. Most solids and 
liquids expand with rise of 
temperature. 

Coefficient of linear ex- 
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pansion, — Let /q be the 
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length of a bar of a given substance at o° C! and /< its length 
at ^ C. The increment of length /^ — Iq is proportional to the 
initiaPlength, and approximately proportional* to the rise in 
temperature /. That is, 

/,-/o = «/o/, (ii8) 

or /,= /o(H-a/). (119) 

The proportionality factor a is called the coefficient of linear 
expansion of the substance. 

Coefficient of cubic expansion, — Let v^ be the volume of a 
given substance at 0° C. and v^ its volume at f C. The incre- 
ment of volume v^—v^ is proportional to the initial volume and ap- 
proximately proportional * to the rise in temperature /. That is, 

or v^^ v^{\ '\- fit), (121) 

The proportionality factor fi is called the coefficient of cubic 
expansion of the substance. 

Remark, — The coefficient of cubic expansion is equal to 
three times the coefficient of linear expansion. 

Proof. — Consider a cube of which the length of edge at o**"©^ /„, at /® C. 
the length of edge is l^ (i + a/). The volume at o'C. is v^ — //, and the 
volume at fZ. is Vt = l^ (i + a/)* or «/« = /©' (i + 3a + 30^ -f a*), or, dis- 
carding the terms -^a? and a^ and writing v^ for l^ we have : 

z/, =7/0(1 + 3 a). (124) 

Comparing this with equation (121) we find 

3a = /3. Q.E.D. (125) 

* Exactly proportional if the rise of temperature is small. In case the rise of 
temperature is great, then 4 is a function of /, such that 

4 =^(i + a/ + a'/a + a"/» ...), (122) 

and similarly, 

Vt = z/o(i + /3/ + /3'/H ^"fi ...). (123) 

in which a, o', a", etc., and /S, /3', fi", etc. are constants for a given substance. 



Digitized by VjOOQIC 



1 54 



ELEMENTS OF PHYSICS. 



231. Variation of the density of a substance with tempera- 
ture. — Consider a substance of mass m^ of which the volume 
at 0° C. is z/q, and the volume at f C. is v^ The density of the 
substance at o*^ C. is 

(126) 



«o = — 

^0 



and the density of the substance at f C. is 



dt = — 



(127) 



Dividing equation (126) by equation (127), member by mem- 
ber, we have 

^ = ^. (128) 

Substituting this value of — in equation (121) we have 

dQ = d,{i +^/). (129) 



232. Regnault's method for determining the expansion of a 
liquid. — Two tubes A and B, open at top and connected by an 
air tube C at bottom, are filled with the liquid as shown in 
Fig. 125. The tube A is placed in a bath at 
L^. temperature t° C, and the tube ^ in a bath at 

temperature 0° C, and the vertical distances Iq 
and /f are measured. Then : 



I, . ij 




^=4 

d, /o 

whence from equation (128) we have 



(130) 



(131) 



Fig. 125. 



Proof of equation (130). The pressure of the air in 
C exceeds the outside pressure by the amount /n^©^, or 
by the amount It^gfrom equation (83), Art. 161, so that 
/^^ = Mg, whence equation 130 results directly. 
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The following table gives the density and specific volume 
(volume of a gram of the substance) of mercury at various tem- 
peratures as determined by Regnault's method. 



TABLE. 



Tempera- 


Weight of 


Volume of 


Tempera- 


Weight of 


Volume of 


ture. 


I C.M.8 


I GRAM. 


ture. 


I C.M.8 


I GRAM. 


o«C. 


13-5956 


0.073553 


190- 


13.1385 


0.0761 1 2 


10° 


.5709 


.073687 


200« 


.1150 


.076249 


20° 


.5463 


.073821 


210° 


.0915 


.076386 


30^ 


.5218 


.073954 


220° 


.0680 


.076523 


40- 


.4974 


.074088 


230° 


.0445 


.076660 


50- 


.4731 


.074222 


240^ 


.0210 


.076799 


6o« 


.4488 


•074356 


250° 


12.9976 


.076937 


70- 


.4246 


.074490 


260^ 


.9742 


.077076 


8o« 


4005 


.074624 


270° 


.9508 


.077215 


90- 


.3764 


.074759 


280° 


•9274 


•077355 


IOO« 


.3524 


.074893 


290- 


.9041 


.077495 


1 10^ 


.3284 


.075028 


300- 


.8807 


.077635 


120° 


.3045 


.075162 


310° 


.8573 


.077776 


130^ 


.2807 


.075297 


320° 


.8340 


.077918 


140° 


.2569 


.075432 


330° 


.8107 


.078060 


150° 


.2331 


.075568 


340^ 


.7873 


.078202 


160° 


.2094 


•075703 


350^ 


.7640 


.078345 


170° 


.1858 


.075839 


360- 


.7406 


.078489 


i8o« 


.i6?i 


•075975 









233. Indirect determination of expansion of liquids. — The 

expansion of water and volatile liquids cannot be easily deter- 
mined by Regnault's method because of the troublesome forma- 
tion of vapor. The expansion of such liquids is most accurately 
determined as follows : 

The volumes of a glass vessel at various temperatures are 
first determined by weighing the vessel full of mercury at those 
temperatures. The vessel is then used to determine the density 
of the liquid at the various temperatures. 

The following table gives the results obtained in this way for 
water. Water contracts as it is heated from 0° C. to about 
4° C, at which temperature its density is a maximum, and then 
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it expands at a continually increasing rate as the temperature 
continues to rise. This is shown by the curve, Fig. 126, which 
is a graphical representation of ^the data given in the table. 
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TABLE. 
Densities and Specific Volumes of Water. 



Tempera- 






Tempera- 






ture. 


Density. 


Volume. 


ture. 


Density. 


Volume. 


-io°C. 


0.99815 


1.00186 


20° 


0.998252 


1.001751 


-8° 


0.99869 


1.00131 


25° 


0.997098 


1. 0029 II 


-6° 


0.99912 


1.00088 


30° 


0.995705 


1.004314 


-4° 


0.99945 


1.00055 


35° 


0.994098 


1.005936 


-2° 


0.99970 


1. 0003 1 


40° 


0.99233 


1.00773 


0° 


0.999874 


1.000127 


45° 


0.99035 


1.00974 


+ 1° 


0.999930 


1. 00007 1 


50° 


0.98813 


1. 01 201 


2° 


0.999970 


1.000030 


55° 


0.98579 


1. 01442 


f 


0.999993 


1.000007 


60° 


0.98331 


1. 01 697 


4° 


1. 000000 


1. 000000 


65° 


0.98067 


1.01971 


5^ 


0.999992 


1.000008 


70° 


0.97790 


1.02260 


6° 


0.999970 


1.000030 


75° 


0.97495 


1.02569 


t 


0.999932 


1.000068 


80° 


0.97191 


1.02890 


8° 


0.999881 


1.000119 


85° 


0.96876 


1.03224 


9" 


0.999815 


1. 0001 85 


90- 


0.96550 


1.03574 


10° 


0.999736 


1.000265 


95° 


0.96212 


103938 


15* 


0.999143 


1.000858 


100° 


0.95863 


1.04315 
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234. Determination of the expansion of a solid. — The expan- 
sion (Unear or cubic) of a solid may be determined by the direct 
measurement of its dimensions at. various temperatures ; or the 
expansion may be determined indirectly by measuring the vol- 
ume of the solid at various temperatures by the gravimetric 
method, using water or mercury. See Art. 14. 
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' CALORIMETRY; CHANGES OF STATE. 

235. Complete statement of the first law of thermodynamics. 

— '■ When a given substance is heated by the dissipation of 
energy there is a definite relation between the amount of work 
done and the thermal effect produced ; and if the given sub- 
stance is brought back to its initial state by contact with another 
(cooler) substance, then the thermal effect produced in this other 
substance is the same as would be produced if it were heated 
directly by the performance of the original amount of work. 
Thus a substance which is heated by the dissipation of energy 
receives something which is equivalent to the energy. This 
something is called Aeat. 

Remark. — This equivalence of heat and work is somewhat 
restricted, as will appear in the discussion of the conversion of 
heat into work. (Chapter XII.) 

236. Measurement of heat. — An amount of heat, for example 
the amount required to produce a given thermal effect, is meas- 
ured when the amount of work required to produce the same 
effect has been determined. This measurement may be made 
by the direct determination of the work required to produce the 
given effect. The accomplishment of this direct method of 
heat measurement is very tedious. This is due partly to the 
difficulty of measuring work mechanically and partly to the dif- 
ficulty of applying mechanical work wholly to the heating of a 
given substance. The work spent in any portion of an electric 
circuit, however, can be measured with considerable accuracy 
and it can be easily applied to the accomplishment of any given 

158 
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thermal effect. It is likely that this electrical method for di- 
rectly measuring heat values will become the standard method. 

Practical methods of heat-measurement, — Another method of 
measuring heat, which gives only indirectly the energy-values, but 
which may be quickly and easily carried out and is therefore 
adapted to general use, consists in applying the heat to be meas- 
ured to the heating of water. (See Article 237.) 

The melting of ice and the vaporization of water are likewise 
frequently employed in the measurement of heat. Methods in 
which these effects are employed, depend respectively upon a 
knowledge of the amount of heat (work) necessary to melt a 
gram of ice, or to convert a gram of water into steam. (See 
Articles 240 and 245.) 



237. The heating of water by the 
relation between the amount 
of work dissipated in heating 
water and the rise of temper- 
ature produced has been re- 
peatedly determined with great 
care. The results of such a 
determination are given in the 
accompanying Table, and are 
shown graphically in Fig. 127. 
The ordinatesof the curve(Fig. 
127) represent the amounts of 
work in joules required to raise 
the temperature of one gram 
of water from 0° C. to /° C. 
(hydrogen scale). This same 
quantity of work is given in the 
Table in the column headed E. 

Remark. — Let E be the 
work required to heat one 
gram of water from o^ C. to 



dissipation of energy. — The 
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/'° C, and E^ the amount of work required to heat one gram 
of water from o° C. to /"° C. Then E^ - E is the amount of 
work required to heat one gram of water from /' to /". 

TABLE.* 
Rowland's Determination of the Work required to heat Water. 



Tbmpbraturk rise from o° C. to 


Energy in joules to heat one gram of 

WATER. 


w 


(^) 


5" 


21.040 


lO" 


42.041 


.5» 


63.005 


20° 


83935 


25° 


104.834 


30° 


125.708 


35° 


146.574 



Remark, — Rowland's determination was made by driving a 
rotatory paddle about a vertical axis at a determined speed, in a 
vessel of water itself mounted on a vertical axis, and prevented 
from turning by cords passing over fixed pulleys to weights. 
The torque exerted by the paddle is measured by the product of 
the ///// of the cord into the lever arm thereof. This, multi- 
plied by the angular velocity of the paddle and by the time, 
gives the energy expended. An accurate thermometer, project- 
ing through the hollow axle of the paddle, indicates the rise in 
temperature of the water. 

238. Practical units of heat. — The work required to heat 
a given amount of water is approximately proportional to the 
rise of temperature, as is evident from the table given in 
Art. 237, and from the curve. Fig. 127. For many purposes 
this proportion is sufficiently exact and the amount of heat re- 
quired to raise the temperature of one gram of water one degree 

* From the results reduced by W. S. Day to the hydrogen scale. (Physical Re- 
view, Vol. VIII., April, 1S98.) 
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(Centigrade) may be taken as a practical * unit of heat. This 
unit of heat is called the calorie. When used in expressing the 
results of accurate measurements the calorie is understood to 
be the amount of heat required to raise the temperature of one 
gram of water from 14°. 5 C. to 15°. 5 C. 

The values, in joules, of the calorie at various temperatures 
(hydrogen scale) are shown in Fig. 128. The standard calorie 
(14*^.5 to 15°.5) is equivalent to 4.189 joules. 
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239. The water calorimeter is a vessel containing a weighed 
quantity of water, arranged to absorb an amount of heat to be 
measured. The initial temperature /' and the final temperature 
/" of the water are observed. Then the energy value of the 
heat which has been absorbed by the water is 

H^ W{E^ -.E^\ (132) 

in which W is the amount of water in grams, and E^ — E is the 
amount of work required to heat one gram of water from /' to 
/". The values of E and E^ are given in the table in Art. 237. 

* The amount of heat required to raise the temperature of one pound of water 
one Fahrenheit degree is much used by engineers as a unit of heat ; it is called the 
British thermal unit, and it is equivalent to about 778 foot-pounds. 

M 
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If the heat measured by a water calorimeter is to be expressed 
in calories, then we have approximately 

H^ = W{t" - /'). (133) 

Sources of error in the use of the water calorimeter, 
(a) A portion of the heat imparted to the calorimeter is used 
to raise the temperature of the containing vessel and the 
stirrer. The vessel and stirrer, being of the same material, 
are equivalent to an amount km of water, where k is the specific 
heat of the material and w is the combined mass of vessel and 
stirrer. W -h km is then to be used instead of W in equations 

(132)* and (133). In accurate 
work the water equivalent of 
the thermometer bulb must also 
be considered. 

(d) When the calorimeter is 
cooler than room temperature 
it absorbs heat from its sur- 
roundings, and vice versa. This 
source of error is, to a great 
extent, obviated by so arranging 
that the initial temperature of 
the calorimeter may be as much 
below room temperature as the 
final temperature is above room 
temperature, and by making the 
duration of the experiment as short as possible. The vessel 
of the calorimeter CCj Fig. 129, is best made of thin polished 
metal, and it is surrounded by a polished metal jacket JJ^ 
with a space between to reduce to a minimum the exchange of 
heat between the calorimeter and its surroundings. 

♦ For very accurate work a table similar to the table in Art. 237 is constructed for 
the material of the vessel and stirrer. Equation 132 then becomes 

H= fV(E" -E') + m {e" - e'), (134) 

in which ^" — e' is the work required to raise the temperature of one gram of the 
material of the vessel from Z' to Z''. 




Fig. 129. 
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(c) In a vessel of water which is being heated, there are 
always large local differences of temperature. In order that 
the indications of the thermometer may be accurate, brisk stir- 
ring is necessary. 

240. The ice calorimeter. — The amount of heat (work) re- 
quired to change ice at its melting point into water at the same 
temperature is strictly proportional to the amount of ice melted, 
and it has been found that 335.2 joules (80.02 calories) are 
required to melt one gram of ice. Heat may therefore be 
measured, as has been indicated in Art. 236, by determining 

m 



m 






Fig. 130. 



the amount of ice it will melt. The amount of ice melted may 
be determined directly by weighing, or indirectly by observing 
the decrease in volume. The latter method is employed in the 
ice calorimeter of Bunsen. 

Bimsen's ice calorimeter, — This instrument, which is perhaps 
the most sensitive of all calorimetric devices, is shown in 
Fig. 130. It consists of a glass tube 7", within which a receiv- 
ing tube, in size and shape similar to an ordinary test-tube, is 
sealed. In the receiving tube is placed the material w, which 
gives off the heat to be measured. 
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The upper part of (T) is completely filled with water from 
which all air has been removed. The lower part is filled with 
mercury which fills also the narrower tube (/) and a part of the 
capillary neck («). Before the determination thq calorimeter 
is packed in a bath of melting ice. The receiving tube is then 
filled with a freezing mixture by the action of which it becomes 
encased with ice. The increase of volume drives mercury from 
( T) and produces a movement of the mercury column in (n). 
The freezing mixture having been removed from the receiving 
tube, the calorimeter is kept in its ice bath until the end of the 
mercury column comes to rest. The heated substance is then 
introduced into the receiving tube. The heat which it gives off 
in cooling to the temperature of the ice is all employed in melt- 
ing the surrounding mantle of ice. The decrease in volume is 
indicated by the retreat of the mercury column in the neck («), 
and affords a measure of the mass of ice which is melted, and 
so indirectly of the heat given off by the substance. 

241. Specific heat of a substance. — The number of thermal 
units (units of work) required to raise the temperature of one 
gram of a given substance one degree, is called the specific heat 
of the substance: Specific heats are ordinarily specified in 
calories per gram of substance per degree rise of temperature. 
The specific heats of most substances (perhaps of all sub- 
stances) vary with temperature. 

The mean specific heat of a substance is determined by 
measuring the heat, H, given off by 5 grams of the substance 
in cooling from an observed temperature /' to an observed 
temperature /''. The mean specific heat, k, of the substance 
between the temperatures / and /' is then 

^=s{Zn- ^'^^^ 

The heat H may of course be measured by the water calo- 
rimeter or ice calorimeter. In case the water calorimeter is 
used, the hot substance at temperature /' is plunged into the 
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water calorimeter at temperature /, and the final temperature ^" 
of the mixture is observed. The rise in temperature of the 
water is /" — /, so that from equation (133) //"= lV(t" — t), 
and equation (135) becomes 

The accompanying tables give the mean specific heats of 
various substances between the temperatures indicated. The 

TABLE.* 
Specific Heats of Some of the Common Elements. 



Substances. 


Temps. 


Sp. Heat. 


Substances. 


Temps. 


Sp. Heat. 


Aluminium . . . 


oO-ioqO 


0.2185 


Manganese . 


14°- 97° 


0.1217 


Antimony . . . 


oo-iooo 


0.495 


Mercury . . 


20°- 50^ 


0.0331 


Bismuth .... 


200- 84° 


0.305 


Nickel . . . 


14°- 97° 


0.109 1 


Cadmium . . . 


oO-ioqO 


0.1804 


Phosphorus : 






Carbon (diamond) 


qO-iooO 


0.145 


(Red) . . 


15°- 98° 


0.1698 


" (graphite) 


qO-iogO 


0.186 


(Yellow) . 


13°- 36° 


. 0.202 


Copper .... 


qO-iooO 


0.0933 


Platinum . . 


o^-iooo 


0.0323 


Gold 


qO-iogO 


0.0316 


Silver . . . 


oo-iooo 


0.0568 


Iron 


oo-iooo 


0.1130 


Sulphur . . 


15°- 97° 


0.1844 


Lead 


oo-iooo 


0.0315 


Tin ... . 


oo-iooo 


0.0559 


Magnesium . . . 


26^- 5IO 


0.245 


Zinc . . . 


qO-iooO 


0.0938 



Specific Heats of Compounds. 



Substances, 


Temps. 


Sp. Heat. 


Substances. 


Temps. 


Sp. Heat. 


Bell metal ... 


150- 98° 


0.085 


Glass: 






Brass 


oo 


0.089 


(Plate) . 


loO- 500 


0.186 


Bronze .... 


200-1000 


0.1043 


(Crown) . 


10°- 50° 


0.161 


(88.7Cu.4-1l.3Al.) 






(Flint) . . 


loO- 50° 


0.117 


German silver . . 


qO-iooO 


0.0946 














Paraffin . . 


loO- 150 


0.562 


Quartz .... 


200- 500 


0.186 


Wax . . . 


26°- 42° 


0.82 


Granite .... 


120-1000 


0.190 


Vulcanite . . 


200-1000 


0.331 


Marble .... 


180- 990 


0.208 


Ice ... . 


-30°- oo 


0.505 



♦ For more complete data, see Landolt and Bornstein, Physikalisch-chemische 
TabeUen, 
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ordinates of the curves, Fig. 131, show the specific heats (not 
mean) of iron and of carbon at various temperatures. 
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Fig. 131. 

242. -Heat of combustion. — Chemical action is in general 
accompanied by the generation or the extinction of heat. Those 
chemical reactions during the progress of which heat is gen- 

TABLE. 
Heat of Combustion. 



Substance. 


Si 

Q m 
s 

^8 


§1 
^1 


Substance. 


§i 

Q S 


4 


Carbon (diamond) . 


CO2 


7770 


Illuminating gas . 


__ 


5200 to 6365 


" (graphite) . 


CO2 


7762 to 8137 


Raw petroleum . 


— 


1 1094 


Hydrogen . . . 


H20 


34700 


Refined petroleum 


— 


1 1045 


Phosphorus (yellow) 


P2O5 


5747 


Gunpowder . . . 


— 


508 to 807 


Sulphur .... 


SO2 


2220 


Dynamite . . . 


— 


1290 


Various woods . . 


— 


4100 to 4500 


Methane (CH4) . 





13063 


Charcoals .... 


— 


7071 to 8080 


Benzol (CeHe) . 


— 


lOOOO 


Soft coals .... 


— 


7400 to 8800 


Methyl alcohol . 


— 


5307 


Anthracite . . . 


— 


7844 


Ethyl alcohol . . 





7183 
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erated are called exothermic reactions. Those reactions during 
the progress of which heat is absorbed or extinguished are 
called endothermic reactions. Combustion is the most important 
case of exothermic reaction. The heat generated per unit mass 
of a substance burned is called the heat of combustion of that 
substance. 

The heat of combustion of a substance is usually determined 
by burning it in a closed metal chamber submerged in a water 
calorimeter. Oxygen gas from a reservoir is admitted through 
a tube, and the products of combustion are allowed to pass 
through a long metal pipe coiled in the calorimeter. The 
accompanying table gives the heat of combustion of a few 
substances in calories per gram of substance. 

243. Changes of state with rise of temperature. — When heat 
is imparted to a solid, the temperature rises until the solid 
begins to melt. The temperature then remains constant until 
all of the substance is changed to the liquid state, when it 
begins to rise again and continues to rise until the liquid boils. 
The temperature then remains constant until the liquid is 
entirely changed to vapor, when it once more begins to rise. 
There are thus two periods during which heat is imparted to 
the substance without producing rise of temperature. 

The melting point of a substance is the temperature at which 
the solid and liquid forms of the substance are capable of 
existing together in equilibrium. This temperature varies but 
slightly with pressure. The variation may consist either in a 
lowering of the melting point with pressure (case of all bodies 
which, like ice, expand upon freezing), or vice versa (case of 
bodies which expand upon melting). 

The boiling point of a liquid, at a given pressure, is the tem- 
perature at which the liquid and its pure vapor can exist 
together in equilibrium. See Art. 244. 

The following table gives the melting points of some solids at 
y6 cm. pressure. 
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TABLE. 
Melting Points of Various Solids. 



L Elements, 



Substance. 


Temperature. 


Substance. 


Temperature. 


Aluminium . . . . 


6oo°-850°* 


Mercury 


-39° 


Antimony . 








425°-45o^ 


Lithium 






180° 


Bismuth . 










260° 


Nickel . 






I476°-I5i7° 


Bromine 










70.3° 


Nitrogen . 






- 203°-2l4° 


Cadmium 










315° 


Osmium 






2500° (?) 


Chloride 










- 102° 


Phosphorus 






44°.3 


Cobalt . 










i5oo°-i8oo° 


Platinum . 






i757^-i78o'> 


Copper 












1050°-! ico° 


Potassium . 






62° 


Gold . 












1030°-! 250® 


Selenium . 






217° . 


Iodine 












ii3°.6 


Silver . . 






95o°-i032° 


Iridium 












1950^-2000° 


Sodium . . 






90° 


Iron . 












I200°-l800° 


Sulphur 






113° 


Lead . 












325° 


Tellurium . 






452^-525° 


Magnesium 








75o°-8oo° 


Tin . . . 






226° 


Mangane 


se 










1900° (?) 


Zinc . . . 






400^-420^ 



II. Compounds y etc. 



Ethylen (C2H4) . . . 


-169° 


Methane (CH4) . . 


-185 


Ammonia (NHs) . . 


- 75° 


Nitrous oxide (N2O) 


- 99° 


Carhon monoxide (CO) 


-207° 


Sulphur dioxide (SO2) 


- 76° 


Carbon dioxide (CO2) . 


- 57° 


Sulphuretted hydrogen 




Carbon disulphide (CS2) 


-110° 


(H2S) 


- 91° 


Hydrochloric acid (HCl) 


-112° 








III. A 


Uloys, 




Lead 46.7%; Tin 53.3% 


+ 197° 


Wood's metal (Cd. 




Britannia metal (Zn. 




12.5%; Sn. 12.5%; 




82%; Sb. 18%) . . 


+ 250° 


Pb. 250/,; Bi. 50<!4). 


+ 70° 


Rose's metal (Sn. 25%; 








Pb. 250/,; Bi. 50%) . 


+ 95° 







♦ Where two values are given, authorities differ as to the melting point. This 
happens chiefly in the case of very high and very low temperatures. See Landolt 
and Bornstein, Physikalische TabeUen, 
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244. Minimum temperature of a vapor at a given pressure and 
maximum pressure of a vapor at a given temperature. — The 

vapor of a given substance under given pressure condenses to 
a liquid if an attempt is made to cool it below a certain mini- 
mum temperature. This temperature is the boiling point of the 
liquid at the given pressure. 

The vapor of a given substance at given temperature con- 
denses to a liquid if an attempt is made to increase its pressure, 
e.g. by compression, beyond a certain maximum value. 

The relations between the pressure and temperature of water 
vapor and the vapor of ammonia respectively are given in the 
following tables : 

TABLE. 

Pressure and Temperature of Saturated Aqueous Vapor. 

(From - 10° C. to -f 230° C.) 





Pressure 




Pressure 




Pressure 




Pressure 


Temp. 


IN Centi- 


Temp. 


IN Centi- 


Temp. 


IN Centi- 


Temp. 


IN Centi- 




meters. 




meters. 




meters. 




meters. 


-io°C. 


0.2151 cm. 


5o°C. 


9.1978 cm. 


iio°C. 


107.537 cm. 


i7o°C. 


596.166 cm. 


0° 


0.4569 


60° 


14.8885 


120° 


149.128 


180° 


754.692 


10° 


0.6971 


70° 


23.3308 


130° 


203.028 


1900 


944.270 


20° 


17363 


80° 


354873 


140° 


271.763 


200° 


1168.896 


30*^ 


3.1510 


90° 


52.5468 


150° 


358.123 


210° 


1432.480 


40° 


5.4865 


100° 


76.0000 


160° 


465.162 


230° 


2092.640 



TABLE. 
Pressure and Temperature of Saturated Vapor of Ammonia (NHs). 

(Regnault.) 



Temp. 


Pressure 
in Atmospheres. 


Temp. 


Pressure 
in Atmospheres. 


-3o°C. 
-20° 
- 10° 

0° 

10^ 


1. 14 atm. 

1.83 

2.82 

4.19 

6.02 


20° C 
40- 
60° 
80° 

lOO'^ 


8.41 atm. 
15.26 
25.63 
40.59 
61.32 
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The following are the boiling points of various liquids at 
76 cm. pressure : 



TABLE. 
Boiling Points. 



Substance. 


Boiling 
Point. 


Substance. 


Boiling 
Point. 


Bromine ...... 

Chlorine 

Mercury 

Nitrogen 

Oxygen 

Phosphorus 

Selenium 

Sulphur 

Zinc 

Ethylen (C2H4) . . . . 
Carbon disulphide (CSg) . 
Cyanogen (CN) .... 
Methane (CH4) .... 


63°. c. 

- 33°-6 
357°.25 

- 193^ 

- 184°. 
285°. 
665^ 
448^.4 
929°. 

- 102°. 

46°.04 

- 20-7 

- 164^ 


Nitrous oxide (N2O) . . 

Nitric oxide (NO) . . . 

Sulphuretted hydrogen 

(H2S) ...... 

Sulphur dioxide (SO2) . 

Acetic acid 

Alcohol (ethyl) .... 
Alcohol (methyl) . . . 

Benzol 

Chloroform . . . . . 

Glycerine 

Pentane (M) .... 


- 88°.8 

- 153^6 

- 63^5 

- 10°. 
ii8°.i 

78^.40 

66^ 

80^36 

5I°.20 

290^ 
37°. 



245. Heat of fusion and of vaporization. — When heat is 
applied to a substance which is melting or boiling, the tempera- 
ture remains constant, and the heat-energy imparted to the sub- 
stance is employed in producing the change of state. 

The heat of fusion of a substance is the number of thermal 
units required to change unit mass of the solid at its melting 
point into liquid at the same temperature. 

TABLE. 
Heat of Fusion of Various Substances. 



Bismuth 


12.640 cal. 


Mercury 


2.82 


Bromine 


16.185 


Paraffin 


35-10 


Cadmium 


13.660 


Phosphorus 


4.744 


Glycerine 


42.50 


Platinum 


27.18 


Ice 


80.02 


Silver 


21.07 


Iron 


33-50 


Sulphur 


9.365 


Lead 


5.858 


Tin 


13.314 
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The heat of vaporization of a liquid is the number of thermal 
units required to change unit mass of that liquid at its boiling 
point into vapor at the same temperature. 

Determination of the heat of vaporization, — The apparatus 
employed in the measurement of the heat of vaporization is a 

calorimeter containing a hollow 
spiral and an inner receptacle. 
Vapor is sent into the spiral, 
where it is condensed, and the 
liquid thus produced gathers in 
the receiver, whence it is subse- 
quently removed and weighed. 
Figure 133 shows the form of 
apparatus used by Berthelot. 

The liquid is heated in the 
vessel F, whence its vapor passes 
through the inner tube to the 
spiral. Here it condenses, warm- 
ing the surrounding water of 
the calorimeter, and is collected 
in the receptacle R, 

Fig. 133. ^ 

The following table gives the 
heat of vaporization of various liquids (at atmospheric pressure 
except when otherwise specified) : 




TABLE. 
Heats of Vaporization. 



Alcohol (ethyl) . 


208.92 cal. 


Ether (C4H10) . 


91. II 


Ammonia (NHs) . 


294.21 (at fX) 


Iodine .... 


23.95 


Benzol 


9345 


Mercury . . . 


62.00 


Bromine .... 


45.60 


Sulphur dioxide . 


91.7 (at 0°) 


Carbon dioxide . . 


56.25 (at 0°) 


Water .... 


535.9 


Carbon disulphide . 


86.67 






Chloroform . . . 


58.49 
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Superheating and undercooling of liquids, — When water 
which is free from air and dust is heated in a clean glass vessel, 
its temperature is likely to rise ten degrees or more above its 
normal boiling point, and when it begins to boil it is with almost 
explosive violence, the temperature falling quickly to the normal 
boiling point. Likewise if pure water is cooled, its temperature 
is likely to fall considerably below its normal freezing point. 
When freezing begins, a large amount of ice is suddenly formed, 
and the temperature quickly rises to the normal freezing point. 
It seems that water cannot change to vapor or to ice except 
there be some nucleus at which the change may begin. Liquids 
generally show these phenomena of superheating and under- 
cooling. 

Amorphous substances, such as glass, resin, etc., have no 
definite melting point. These substances grow softer and softer 
with rise of temperature. 

246. Critical temperatures. — When a liquid and its vapor — 
confined in a vessel — are heated, a portion of the liquid vapor- 
izes, the pressure is increased, the density of the vapor in- 
creases, and the density of the liquid decreases.* When a 
certain temperature is reached, the density of the liquid and of 
the vapor become identical, and the vapor and liquid are physi- 
cally identical. This temperature is called the critical tempera- 
ture of the liquid. 

The heat of vaporization of a liquid is less, the higher the 
temperature (and pressure) at which the vaporization takes place, 
and becomes zero at the critical temperature.! For example, 
the heat of vaporization of water is 606.5 ^^ o°» 539-9 at 100°, 
and 464.3 at 200°. 

In the following table the critical temperatures of certain 
substances are given : 

* At least the density of liquid and vapor become more nearly equal. 

t For a description of the classical experiments of Andrews upon the critical tem- 
perature, see Philosophical Transactions, 1869, II. p. 575; also Preston, Theory of 
Heat, p. 372. 
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TABLE. 
Critical Temperatures of Various Liquids. 



Alcohol (ethyl) . . . 
Ammonia (NHs) . . 

Benzol 

Bromine 

Carbon monoxide (CO) 
" dioxide (CO2) . 

Chlorine 

Chloroform . . . . 




Methane (CH4) 

Nitrogen 

Nitrous oxide (N2O) . . . 

Oxygen 

Sulphuretted hydrogen (H2S) 
Sulphur dioxide (SO2) . . 

Turpentine oil 

Water 



■ 81° C. 

■ 146° 

35^.4 
118° 
100° 
156° 
376° 
358° (365° ?) 



247. Pressures of mixed gases. — When two or more gases 
are mixed in a vessel, the total pressure is equal to the sum of 
the pressures which each component gas would exert if it occu- 
pied the vessel alone (Dalton's law). For example, if the 
amount of air in a vessel is such that it alone would exert a 
pressure /, and if the amount of water vapor in the vessel is 
such that it alone would exert a pressure w ; then the mixture 
will exert a pressure p -{■ w. 

Therefore, a definite portion of the total pressure of a mixed 
gas may be considered to be due to each of the component gases 
of which the mixture is made. Thus the total pressure of the 
atmosphere is due in part to the nitrogen, in part to the oxygen, 
in part to the carbon dioxide, in part to the water vapor, and in 
part to the argon, etc., of which it is a mixture. 

248. Evaporation. — It is a common observation that liquids 
evaporate into the air at temperatures far below their boiling 
points. A liquid at a given temperature continues to evaporate 
so long as the pressure of its vapor is less than the maximum 
pressure for the given temperature. This is true whether the 
space above the liquid is filled with vapor alone, or with vapor 
mixed with any gas at any pressure. For example, water vapor 
can exert a pressure of 35.5 cm. of mercury at 80° C. If a 
vessel at 80° C, containing some water, is suddenly filled with 
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dry air at pressure / and closed, water vapor will form until the 
total pressure in the vessel is 35.5 -H/. 

249. Atmospheric Moisture ; Hygrometry. 

Dew point, — The dew point is the temperature to which the 
atmosphere must be cooled in order that the water vapor present 
may be saturated.* 

Force of vapor, — That part of the pressure of the atmosphere 
which is due to the water vapor is called in meteorology force 
of vapor. This pressure varies from nearly zero to 30 m.m. or 
more. 

Absolute humidity, — The amount of water in the air, usually 
expressed in grams of water per cubic meter of air, is called 
the absolute humidity of the air. 

Relative humidity, — The amount of moisture in the air 
expressed in hundredths of what the air would contain were 
it saturated at the given temperature, is called the relative 
humidity. When the relative humidity is low, the air is said 
to be dry ; when the relative humidity is high, the air is said 
to be moist. 

The method most employed for the determination of the 
hygrometric elements (dew point, force of vapor, etc.) is by 
use of wet and dry bulb thermometers, from the readings of 
which the various quantities may be determined from empirical 
tables. Such tables are published by the U. S. Weather Bureau. 

* A vapor at its minimum temperature is called saturated vapor. 
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CHAPTER XL 
PROPERTIES OF GASES. 

250. Restatement of laws relating to gases ; Boyle^s law.* — 

The volume of a gas at constant temperature is inversely pro- 
portional to its pressure. (See Arts. 163, 164, and 165.) 

Gay Lussac's Law.t 

(a) The pressure of a constant volume of a gas is propor- 
tional to the absolute temperature. 

(d) The volume of a given amount of a gas at constant pres- 
sure is proportional to the absolute temperature. 

The laws of Gay Lussac and of Boyle are completely ex- 
pressed by the formula 

pv^RT, (137) 

in which p is the pressure of a gas, v is its volume, T is its 
absolute temperature, and R is a proportionality constant 
depending upon the quantity and nature of the gas. 

251. The law of multiple volumes in the chemical combination 
of gases (Berzelius). Let u be the volume (reckoned at standard 
temperature and pressure) of one gas which combines chemi- 
cally with volume v of another gas. The ratio - is always 

V 

sensibly a rational fraction. (See Art. 206.) 

♦ The various facts concerning gases are here collected for convenience, although 
most of them have been previously discussed. 

t The statements here given of Gay Lussac's law involve the absolute statements 
given in Art. 223, together with the provisional definition of temperature given in 
Art. 224. They are, therefore, slightly misleading, inasmuch as they make it appear 
that temperature values have been previously and independently defined. 

176 
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Other experimental facts concerning gases will be given in 
the course of the following development of the kinetic theory. 

252. Kinetic theory of gases. — The laws of Boyle and of Gay 
Lussac are satisfied if we assume a gas to consist of a large 
number of very small moving particles — molecules — which 
rebound with unchanged * velocity when they strike the walls 
of the containing vessel, which are so small as seldom to col- 
lide with each other, and which exert no perceptible mutual 
attraction. 

The kinetic energy of such a system of particles is constant, 
therefore the average square^ afi, of the velocities of the particles 
is constant and definite. Let / be the pressure of the gas in 
^^, V the volume of the containing vessel, N the total number 

of particles, ni = — 1 the number of particles per cubic centi- 
meter, and m the mass of each particle. Then we have 

/=^«;«a>2, (138) 

1 Nina? / «^\ 

or ^=i__. (139) 

Proof, — The square of the velocity of a given particle is 
equal to the sum of the squares of the x^ 7, and ^ components 
of its velocity. Therefore the sum of the squares of the veloci- 
ties of all the particles is equal to the sum of the squares of 
all the ;r-components, plus the sum of the squares of all the 
jj^-components, plus the sum of the squares of all the ^-compo- 
nents. The* particles move at random in all directions, so that 
the sum of the squares of the ;r-components, of the j-compo- 
nents, and of the -s'-components are equal each to each. There- 
fore {a) The sum of the squares, iViw^, of all the velocities is equal 
to three times the sum of the squares of the x-components. 

Imagine the containing vessel to consist of two parallel walls, 

* When the walls of a vessel are hotter than the gas, the molecules rebound with 
increased velocity, and vice versa. 

N 
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. of area q, distant d from each other, perpendicular to the ;r-axis 
of reference, and between which the gas is confined. Only the 
;ir-components of the molecular velocities contribute, by impact, 
to the pressure on these walls, so that the y and z components 
may be ignored. Consider a single particle, the ;ir-component 
of whose velocity is a. This particle strikes first- one wall and 

then the other, traveling back and forth — - times per second. 

2 a 

At each impact the velocity of the particle changes by 2 a, that 
is, from + ^ to — ^, or the momentum of the particle changes 
by 2 am, Therefore momentum is lost on each wall by the 

impact of this particle at the average rate — x 2 aniy or — a^y 

2d d 

which is the average force exerted on the wall by this particle. 

That is, the force on one wall, due to one particle, is equal to -- 

d 

times the square of its ;r-velocity component. Therefore the total 
force Fy exerted on the wall by all the particles, is equal to — - 
times the sum of the squares of their :r-velocity components. 
Therefore F=^^co^N; see (a). Dividing by ^, and putting 

qd— V, we have — = / = \ q.e.d. 

q V 

253. Further assumption. — The absolute temperature of a 
gas is assumed to be proportional to \ maS^y i.e, to the average 
kinetic energy per molecule. In accordance with this assump- 
tion, we may write RT for \Nm(>? in equation (139), R being a 
proportionality factor. Equation (139) then becomes /z/ =^ RT, 
which, being identical to equation (137), shows that a gas may 
be considered to be such a system of particles as has been 
described. The various assumptions are therefore justified. 

254. Calculation of o>. — Solving equation (138) for cd, we have 

(140) 



^ nm 
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The product nm is equal to the density of the gas, therefore 
easily observed, as is also/, so that ® may be calculated. 

Example. — The density of hydrogen gas at oP C, and under 
a pressure of 1,013,373 ^ (= 760 mm.) is 0.00008954 ^. 
Therefore, at o°C. the square root of mean square of the 
velocity of hydrogen molecules is 184,260^. 

255. Dalton's law. — A mixture of gases ^ having no chemical 
action on each other^ exerts a pressure which is equal to the sum 
of the pressures which would be produced by each gas separately, 
provided it occupied the containing vessel alone at the given tem- 
perature. The kinetic theory is entirely consistent with this 
fact, since the moving particles are assumed so small that they 
do not interfere with each other in any way. (See Art. 247.) 

256. Avogadro's principle. — The molecular theory, as devised 
to explain the law of multiple proportions in chemistry, together 
with Berzelius' law (Art. 251), indicate pretty clearly that all 
gases contain the same number of molecules per cubic centimeter 
at the same temperature and pressure. That this is consistent 
with the kinetic theory of gases, may be shown as follows: 
Consider two gases. Let p^, n^, m^, and w^ be the pressure, 
number of particles per cubic centimeter, etc., of the one, and 
/2» ^2' ^2» ^^^ ^2 ^^^ corresponding quantities of the other gas. 
Then p^ = ^nym^G)^^ and p2 = ^ «2^2®2^ ixom equation (138). 
If pi =p29 and if the temperatures of the gases are equal, re- 
quiring m-^co^ to be equal to m^oo^ (see Art. 253), then Wj = n^, 

257. Deviation of gases from Boyle's law. — All gases deviate 
more or less from Boyle's law as described in Art. 165. Such 
gases as carbon dioxide, alcohol vapor, etc., which have complex 
molecules, generally show the most marked deviation. Two, in 
particular, of the fundamental assumptions of the kinetic theory 
seem not to be strictly satisfied by gases, viz. : {a) That the 
particles are so small as seldom to collide, (b) That the par- 
ticles exert no mutual attraction. 
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(a) Effect of sixe of molecules. — If the moving particles have any size, 
collisions and impacts take place before the centers of the particles are coin- 
cident, or before the centers of the particles are in the plane of the wall of the 
containing vessel. Shorter distances are thus traversed between collisions, 
and impacts are more frequent, and the pressure is greater than it would be if 
the particles were indefinitely small. The result is very much as if the volume 
of the containing vessel were smaller by a constant amount, d, than it really is. 
Equation (137) may be modified so as to take account of this deviation, by 
writing 2/ — ^ for v. The value of d depends upon the amount and nature of 
the gas, and its value for one gram of a gas is called the molecular volume of 
the gas. 

(^) The effect of mutual attraction of particles is to slow up the particles 
as they come into the layers of the gas adjacent to the walls. The attraction 
of the walls is constant and need not be considered. This slowing up of the 
particles makes the pressure of the gas less than it would otherwise be, by an 
amount which can be shown to be proportional to the square of the density 
of the gas or inversely proportional to the square of its volume. Equation 
(137) may be modified, so as to take account of this deviation, by writing 

/ -+- 4; for /. The quantity a is 3. constant for a given amount of a given 

V- 
gas. Equation (137) therefore becomes 

This equation is due to van der Waals. 

258. Joule^s and Thomson's experiment. — That the mutual 
attraction- of the particles of a gas must be very small, was 
first shown by Joule. He placed a two-chambered vessel in 
a water calorimeter and found no perceptible rise or fall in 
temperature of the calorimeter when gas which had been com- 
pressed in one chamber was allowed to escape into the other, 
which was empty, by opening a cock. If the gas particles 
attract each other, they would lose some of their velocity as 
they move apart and the temperature would . on the whole fall, 
and vice versa. 

Joule and Thomson afterwards experimented with gases, 
allowing expansion to take place as the gas passed through 
a porous plug in a pipe. In case of molecular attraction, a 
cooling takes place as the gas passes the plug, and vice versa. 
Most gases showed slight cooling, and hydrogen alone was 
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slightly warmed as it passed the plug. Hydrogen molecules 
at ordinary temperature and pressure, therefore, must be con- 
sidered to repel each other slightly, so that for hydrogen the 
quantity a in equation (141) is negative. 

259. A perfect gas. — A gas which would follow Boyle*s law 
strictly would be called a perfect gas. All gases whatever are 
perfect when highly rarefied. All simple gases, that is, gases 
of which the molecule is not complex, follow Boyle's law with 
a high degree of exactness even at ordinary temperatures and 
pressures. All the following calculations refer to perfect gases. 

260. Clausius' ratio. — In the development of the kinetic 
theory of gases only translatory motion of the particles has 
been considered. All gas molecules are capable also of rotatory 
motion and vibratory motion. A part of the kinetic energy of 
a gas is due to translatory motion and is called translational 
energy^ and part is due to rotatory and vibratory motion of the 
molecules and is called intramolecular energy. It was first 
pointed out by Clausius that the ratio of translational energy 
to intramolecular energy is constant for a given gas. This ratio 
is called Clausius' ratio. The translational energy of a gas is 
\ Nma?, the intramolecular energy is \ aNmrd^y and the total * 
energy is ^(i -|- a)Nmay^, in which <t is Clausius' ratio. 

261. Two Ways of imparting Energy to a Gas. 

{a) Energy may be imparted to or extracted from a gas as 
heat by allowing the gas to come into contact with a hotter or 
colder body. Throughout this chapter heat is understood to be 
expressed in ergs. 

{b) Energy may be imparted to or extracted from a gas as 
the work done upon the gas in compressing it or by the gas 

* Joule's and Thomson's experiment shows that the molecules of the simple gases 
do not attract each other sensibly. The molecules of a perfect gas, by definition, do 
not attract each other. Therefore there is no perceptible potential energy due to the 
attractive action of gaseous molecules. 
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as it expands. Let AW ht the work done upon a gas at pres- 
sure / during a decrement of volume Az/, then 

AfF=-/-Ai;. (142) 

The negative sign is chosen for the reason that Av is here 
negative, being a decrement, and it is desired to consider AlV 
as positive when it represents work done upon the gas. 



The two bulk moduli of a gas. — Let Av be the decrement 
of volume of a gas produced by an increment of pressure A/, v 

being the initial volume. Then — is the isotropic strain pro- 
duced by the stress A/, and Ap I — is the bulk modulus of the 

gas. If no heat is allowed to escape from the gas, the work 
done upon the gas during compression causes a rise in tempera- 
ture. Therefore the decrement of volume, Av^ is less if no heat 
is allowed to escape than it is if the gas is compressed slowly 
and the heat allowed to escape so as to prevent a rise in 
temperature. The bulk modulus of a gas has therefore two 
important values. 

{a) The modulus, J/i, corresponding to compression without 
change of temperature, called the isothermic modulus. 

{b) The modulus, M^^ corresponding to compression without 
loss of heat, called the isentropic * modulus. 

All substances have these two bulk moduli, but it is only for 
gases that they are perceptibly different in value. 



<7 is Clausius' ratio. That is, ' 00 



M, 



Ml ,-c ^«»oi fo 5 +30- ^^ ^ 
= ^» (143) 



263. Proposition. — The ratio ^ is equal to ^ ^^^ , m which 

s, 



where #c=5-lt_l£. (144) 

3 + 3<^ 

"* For the reason that what is called the entropy of the gas remains unchanged 
during such compression. 
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Proof, — {a) Isothermic modulus, — At constant temperature 
Nmo? is constant, therefore differentiating equation (139) we 

have A/ = — ^ ^^ Az;; writing in this expression/ for \ ^^ 
and solving for ^p/^(^^M,), (145) 

we have Af,= —J>, (146) 

{b) Isentropic modulus, — During the decrement of volume, 
work equal to — p^v is done upon the gas. This work goes to 
increase the total kinetic energy, \{\ -{- a) Nmay^^ of the gas. 
This increase in kinetic energy depends upon an increase in ©, 
since cr, TV, and m are constant. Therefore 

—pdkv — {i + a)Nm(0' ^(o, (^47) 

The increase in pressure accompanying this compression is in 
part due to the decrement of volume and in part due to the 
increment of co. Differentiating equation (139) first with respect 
to ft) and then with respect to z;, we have 

A/ = f i ^ (148) 

Substituting the value of Nm<o • Ao) from (147) and the value 

JVmoi^ 
p — \ from (139) in (148) and solving the resulting equa- 
tion for A// — (= J/^), we have 

^. = -^^^^-/. (149) 

From (146) and (149) we have at once M^/ Mi = k, 

264. Application of the above principles to the question of tfie 
velocity of sound. — Newton showed that the velocity, F, of 
sound in a substance is 

v=^, (150) 
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in which p is the density of the substance. Newton calculated 
the velocity of sound in air from this equation, using the iso- 
thermic modulus. The velocity thus found is much less, in the 
ratio of i : V/c, than the velocity given by observation. I^aplace 
was the first to point out that the insentropic modulus must be 
used in equation (150), since in a sound wave the changes of 
volume take place so rapidly that there is no perceptible loss of 
heat from the compressed portions of the air. 

265. Experimental determination of M^y M^, cr, and ^ of a gas. 

— From equation (146) M^ is shown to be equal to the pressure 
of the gas, and therefore easily observed. 

Equation (150) enables the calculation of M^ when V and p 
have been observed. 

Equation (143) enables the calculation of k when Mt and M^ 
have been determined. 

Equation (144) enables the calculation of o* when k has been 
determined.* 

Values of <t and k have been determined in this manner for 
most gases. [See Ostwald, "AUgemeine Chemie," Bd. I. 
p. 248.] It is remarkable that <7 = o and /« = f , for monatomic 
gases, such as mercury vapor and argon. In such gases all the 
energy seems to be translational. 

266. Specific heats of gases. — The number of thermal units 
required to raise the temperature of one gram of a gas one 
degree is called the specific heat of the gas. See Art. 241. 

If the volume is maintained constant during this rise in tem- 
perature, since no external work is done by the gas, all of the 
heat applied goes to increase the total kinetic energy of the gas. 
rf, however, the gas be allowed to expand, to such extent, for 
example, as to maintain the pressure constant, then additional 
heat will be required to make up for the work done by the gas 
during expansion. 

* See Art. 281 for Clement and Desorme's method for the determination of k. 
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The specific heat of a gas, therefore, has two important 
values. 

(a) The specific heat, C^, at constant volume. 
{b) The specific heat, C^, at constant pressure. 
The latter has the larger value. 

267. Proposition. — The ratio of the two specific heats of a gas 
is equal to the ratio of the two bulk moduli. That is, 

Proof. — (a) Preliminary statefuent, Cp and C^ are propor- 
tional to the respective amounts of heat required to produce an 
arbitrary increment of temperature, AT", in an arbitrary amount, 
say iV molecules, of the gas under the conditions of constant 
pressure and constant volume, respectively. Since T is propor- 
tional to the translational energy \Nm(i? of the gas, the incre- 
ment A T corresponds to a definite increment Ntna) • Ao) of this 
translational energy, or a definite increment of ©. 

{b) Heat required to raise temperature at constant volume. 
In this case all the heat A// is used to increase the total kinetic 
energy, so that 

A//'=(i -\-a)N7n(o • Ag). (152) 

{c) Heat required to raise temperature at constant pressure. 
The heat, A//^, required in this case exceeds A// by the amount 
p • Az;, which amount is used for external work. 

But/z/ = ^iV;«G)2, from (139). Therefore since / is constant, 
/ • Az; = \Nm<ii • A®, so that 

A//''=(|-ho-)A^wG)-Ac». (153) 

Dividing (153) by (152) we have -f?= -^jt —f^- Q.e.d. 

268. Experimental determination of Cp. — In the method 
generally employed, the hot gas is drawn by means of an aspi- 
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rator (pressure of cooling gas practically constant) through a 
coil of pipe in a water calorimeter. The mass of gas is deter- 
mined from its density and the volume aspirated. The cooling 
of the gas is determined by observing temperatures at entrance 
to and exit from the coil, and the amount of heat in water units 
is determined by the rise in temperature of the calorimeter in the 
ordinary manner. This gives C^ in water units of heat per gram 
of gas per degree. 

The direct determination of C^, by means of the calorimeter, 
is scarcely possible, since the containing vessel used to maintain 
the volume of the gas constant must be heated and cooled with 
the gas, and the amount of heat required in thus heating and 
cooling the vessel is always many times as great as the heat 
given off by the cooling gas. The latter quantity is therefore 
largely masked by the experimental errors sure to. occur. 

Having determined C^, however, and k being known, C„ may 
be calculated from (151). 
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THERMODYNAMICS; THERMAL PROPERTIES OF 
HOMOGENEOUS SUBSTANCES. 

. Specification of physical state. — The physical state of 
a given amount of a gas, or of any homogeneous substance, is 
completely specified when its pressure and volume are given. 
Throughout this chapter volume will be understood to mean the 
volume of a gram of the substance. 

270. Wattes diagram. — It is convenient to represent the 
physical state of a gas (or of a homogeneous substance) by 
a point P (Fig. 134), of which 
the abscissa represents the vol- 
ume, and the ordinate the pres- 
sure of the gas. The work pLv 
done by the gas in expanding is 
represented by the area p^v in 
the figure. v ^v volumb 

271. Process. — A substance 
which passes slowly from one 
physical state to another because of changing pressure or 
changing volume, or both, is said to undergo a process. 

The points in Watt's diagram which represent the successive 
states passed through by a substance during a process, form a 
continuous curve. See Arts. 275 and 276. Thus a substance 
in passing from the state represented by the point P (Fig. 135) 
to the state represented by the point P' must pass without dis- 
continuity through all the states represented by points lying on 

187 



Fig. 134. 
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some continuous line connecting P and P\ The external work 

done in such a process is represented by the area PP^ab, This 

p area is swept by the ordinate Pa 

as P moves along the curve to P\ 
It is customary to consider the work 
pLv as positive when Az; is nega- 
tive, that is, when Az; is a decrement. 
Therefore the work represented by 
the area PP'ab is positive when this 
area is swept to the left by the 
Fig. 135. moving ordinate, and vice versa. 

272. Cyclic process. — A process is said to be cyclic when the 
substance comes back at the end of the process to its initial 
state. Thus the closed curve (Fig. 136) represents a cyclic 
process. The substance, starting from the state P, passes 

through the states represented 
by the successive points on the 
line, and returns to the initial 
volume and pressure. If the 
WWW^'^^^^ process is performed in the 

sense indicated by the arrow, 
'V the shaded area will be swept 
once to the right and once to 
the left, while the enclosed area 
is swept once only and to the 
left. Therefore the enclosed area represents the work done 
upon the substance during the process. If the process is per- 
formed in the opposite sense, the enclosed area will represent 
the external work done by the substance during the process. 

273. States * of thermal equilibrium. — A gas, or any homo- 
geneous substance, if left standing, soon reaches a state in 

♦ The word state implies standing or permanence, and there can be no such thing 
as a state other than equilibrium. The word is used, however, in speaking of chang- 
ing states, that is, instantaneous aspects, of a system not in equilibrium. 







Fig. 136. 
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which the molecular velocity is the same in all its parts. Such 
a state is called a state of thermal equilibrium of the substance. 
If a portion of the walls of the containing vessel is moved or 
heated, the molecules rebound from that portion with changed 
velocity. If the motion is very slow or the heating very slight, 
the state of the gas will be at each instant sensibly a state of 
thermal equilibrium. If the motion is rapid or the heating con- 
siderable, the distribution of molecular velocity will become 
distinctly non-uniform and the state of the gas distinctly other 
than a state of equilibrium. See Art. 219. 

274. Reversible process. — Consider a material system in a 
state of equilibrium under the action of steady external forces. 
If these external forces change very slowly through a con- 
tinuous series of values, the system will pass very slowly 
through a continuous series of states of equilibrium; and if 
the external forces pass through the same series of values in 
a reverse order, the system will pass through the same series 
of states in a reverse order. If a homogeneous substance 
passes very slowly through a thermal process under the action 
of external influences, the state of the substance will be at each 
instant a state of thermal equilibrium, and the process will be 
performed in the reverse order if the external influences be 
reversed. Such a thermal process is called a reversible process. 
The slow heating or cooling of a gas in a vessel is a reversible 
process. The slow compression or expansion of a gas in a cyl- 
inder under a piston is a reversible process (compare Art. 273). 

275. Proposition. — The points in Watt's diagram which rep- 
resent the successive states of a substance as it is carried 
through a reversible process form a continuous line. For the 
volume and pressure, and of course also temperature, must vary 
slowly in order that the substance may be at each instant in a 
state of equilibrium and the process reversible (compare Arts. 
273 and 274). 
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276. Sweeping processes. — A material system not in a state 
of equilibrium undergoes a sweeping change independently of 
the action of external force. After the system has settled to a 
state of equilibrium it could be made to pass through the pro- 
cess in a reverse direction only by bringing to bear upon it a 
system of external forces which exactly duplicates, with change 
of sign at each stage, the mutual forces which acted at the cor- 
responding stage of the sweep, 

A homogeneous substance not in a state of thermal equi- 
librium undergoes a sweeping process as the substance settles 
down to a state of thermal equilibrium. Such a process is 
absolutely irreversible^ for no system of external forces can be 
devised duplicating the forces which act between the molecules 
of the substance during such a sweep. Sweeping processes 
are essentially independent of external influences. A gas con- 
fined to half of a closed vessel by a diaphragm undergoes a 
sweeping process when an aperture is opened in the dia- 
phragm. A gas in a vessel which is quickly heated or cooled 
or of which the walls are moved rapidly, undergoes a sweeping 
process while the altered molecular velocity is being distributed 
throughout the gas. Most processes in nature are of a sweep- 
ing character and irreversible. 

It is to be noticed that a gas, or any homogeneous substance, 
not in a state of thermal equilibrium, has no definite pressure, so 
that states of thermal equilibrium only, and reversible processes 
only, can be represented in Watt's diagram. If a substance 
passes from one state of thermal equilibrium to another by a 
sweeping process, this leaves a gap in the process-curve in 
Watt's diagram. 

277. Isothermic and isentropic expansion. — Two reversible 
processes, which will be of particular importance when we come 
to the discussion of the second law of thermodynamics, are {a) 
expansion at constant temperature, that is isothermic expansion, 
and {b) expansion without gain or loss of heat, that is isentropic 
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or adiabatic expansion. A line in Watt's diagram which shows 
the relation between / and ^ of a substance during isothermic 
expansion is called an isothermic line ; a line which shows the 
relation between / and ^ of a substance during isentropic 
expansion is called an isentropic or adiabatic line. 

278. Isothermic lines of gases. — When T is constant, equa- 
tion (137) gives 

pv = constant (iS4) 

which is the equation to the isothermic lines of a gas, in Watt's 
diagram. These lines are evidently equilateral hyperbolas. For 
an example, see the continuous curves in Fig. 137. 




Fig. 137. 

279. Isentropic lines of gases. — The equation to these lines 
is derived as follows : The external work — p - Lv done by a 
gas expanding without gain or loss of heat is equal to the decre- 
ment of the total kinetic energy, J(i + (T)Nm(o\ of the gas. 
That is, 

— /.A^ = (i + (r)Nma)'Aci>. (iSS) 
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The change in pressure is in part due to the increase in 
volume and in part to the decrease of temperature, or of ©. 

Differentiating / = J— -^^L with respect to ©, and then with 
respect to ^, we have 

Substituting the value of NmoD-^co from (155) and/ =^ ^^^ 

54-30- ^ 

in (156), writing k for and reducing, we have 

f+*f=o. (157) 

Integrating, we have 

log/ + ^ log^ = constant (^SS) 

or pv" = constant, ('59) 

which is the equation to the isentropic lines of a gas in Watt's 
diagram as shown by the dotted lines in Fig. 137. 

280. Rise in temperature of a gas during isentropic compres- 
sion. — Substituting the value of / from pv = 7? 7^(1 37) in (159), 
we have 

Tv"'^ = constant, (160) 

which expresses the relation between temperature and volume 
of a gas during isentropic expansion. 

Substituting the value of v from /7^ = 7? 7^(137) in (i59)> we 
have 

Tp~^ = constant, (161) 

which expresses the relation between temperature and pressure 
of a gas during isentropic expansion. 

If a gas at temperature T and volume v^ be quickly com- 
pressed to volume v^, then, since quick compression is isen- 
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tropic, the temperature T^ of the gas after compression will be 
such that 

Tiur>=T^vr' (162) 

from equation (160). Similarly, 

Txp\^^T^P^ (163) 

from equation (161), enables the calculation of the temperature 
7^2 to which a gas is raised, when, starting from temperature 7\ 
and pressure /i, it is quickly compressed until its. pressure is p^, 

281. Method of Clement and Desormes for the experimental 
determination of k. — A vessel filled with the gas at pressure p^ 
and temperature T-^ is opened to the air, allowing the pressure 
to drop quickly to atmospheric pressure p^^ the temperature 
falling at the same time to T^. Equation (161) gives 

2"i/i^ = 2^2/2"^. ' (164) 

The vessel is then quickly closed and allowed to stand until 
it has reached its former temperature 7\, when the pressure is 
/gj so that from Gay Lussac's law 

Substituting the value of T^ from (165) in (164) and reducing, 
we have 

from which /j, p^, and /g having been observed, k may be 
calculated. The value of k for air is 1.4 1. 

282. Second law of thermodynamics. — Heat cannot pass of 
itself from a cold to a hot body^ nor can it be transferred by any 
means from a cold to a hot body without compensation. 

The transference of heat from a hot to a cold body is a sweep- 
ing process and is irreversible. This law may be stated by 
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declaring the absolute irreversibility of any sweeping process. 
Thus, a gas cannot pass of itself from a region of low pressure 
to a region of high pressure, nor can it be made to do so by any 
means without compensation. 

The first part of this law, in either statement, is a matter of 
common experience. As to the second part, it is possible to 
transfer heat from a cold to a hot body, and to transfer a gas 
from a region of low pressure to a region of high pressure, but 
such transference depends in every case upon the doing of a 
definite amount of work or upon some outstanding change of 
some kind in some other substance or system. The doing of 
this work or this outstanding change is the compensation con- 
templated in the law. The strict equivalence of these two 
statements of the second law will appear when the principle 
of the equivalence of irreversible processes is fairly stated 
(Art. 296). 



283. Caraot's cycle. — Let a portion of any homogeneous 
P substance under a piston 

in a cylinder start from 
the stated (Fig. 138), the 
temperature being Z^and 
pass through the follow- 
ing four processes, coming 
back to the initial volume 
and pressure as shown in 
the diagram. The dia- 
gram is constructed for a 

v perfect gas. 

Let the gas {a) expand 
isothermally at tempera- 
ture T^, 

(d) Expand isentropically from temperature 7\ to T^, 

(c) Be compressed isothermally at temperature T^. 

(d) Be compressed isentropically from temperature T^ to 7\. 




Fig. 138. 
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During the process (a) heat must be furnished to the isubstance 
to prevent its temperature falling, and during the process {c) heat 
must be extracted from the substance to prevent its temperature 
rising. During the processes (d) and (d) the substance must be 
in some manner isolated so as to be in contact with no substance 
with which it can exchange heat. 



284. Carnot's apparatus. — The following ideal apparatus, 
hereafter called Carnot's apparatus, for brevity, serves to fix in 
the reader's mind the conditions of the performance of Camot's 
cycle. 

CC (Fig. 139) is a cylinder with piston PP, made of non- 
conducting material, the bottom of the cylinder only being a 



HEATER 



HP 


P I 










C 




NON-CON 
^ 
Fig. 


DUCTOR 

1 

139. 





COOLER 



conductor. During the process (a) the cylinder is placed upon 
the heater at temperature 7\. As the substance slowly ex- 
pands, the piston being slowly raised, heat from the heater 
passes through the conducting bottom and maintains the tem- 
perature of the substance constant. During the process (r) 
the cylinder is placed upon the cooler^ which keeps the tem- 
perature constantly at T^ during the compression. During the 
processes {V) and (rf) the cylinder is placed upon the non- 
conducting table N and the substance thus thermally isolated. 

285. Work gained and heat lost in' Camot's cycle. — When 
the substance has passed through Carnot's cycle, and has 
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reached its initial state, its energy is as at first. Therefore, 
from the first law of thermodynamics, 

W=H^-H^, (167) 

in which W is the external work done by the substance during 
the cycle. Hi is the heat absorbed from the heater, and H2 is 
the heat given up to the cooler. The work W is represented 
by the enclosed area in Fig. 138 (see Art. 272), 

286. Work spent and heat gained in Carnot's cycle reversed. 
— Camot's cycle being carried out in a reversed direction, as is 
possible, since each process is reversible, the work W will be 
done upon the substance, the heat //i will be given to the 
heater, and the heat H^ will be absorbed from the cooler. 

287. Heat engine; refrigerating machine. — Carnot's apparatus 
is a heat engine, that is, a machine for transforming heat into 
work. The heat Hi is taken from the heater ; a portion of it is 
changed to work, and the remainder H2 is given up to the cooler. 

Carnot's apparatus driven backwards is a refrigerating 
machine, that is, a machine which extracts the heat H2 from 
the cooler, and gives up this heat, together with the heat equiv- 
alent of the work done on the substance, to the heater. 

288. Efficiency of heat engines. — The ratio of the work W 
done by an engine to the total heat Hi extracted from the 
heater is called the efficiency 77 of the engine. That is, 

W 
v=^- (168) 

The ratio of the heat H2 given to the cooler to the heat Hi 
taken from the heater is also an important ratio. From equa- 
tions (167) and (168) we have 

§=i-v- (169) 

289. Proposition. — (a) No engine can be more efficient than 
Carnot's apparatus. (6) All reversible engines have the same 
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efficiency as Carnot*s apparatus, (c) Irreversible engines are 
less efficient than Carnot's apparatus. 

Proof, — {a) Suppose there is an engine more efficient than 
Carnofs apparatus. (That is, doing the same work, but ex-, 
tracting less heat from the heater and giving up less heat to the 
cooler than Carnot's apparatus.) Doing the same work, this 
engine will be able to drive Carnot's apparatus backwards. 
Carnot's apparatus will then extract more heat from the 
cooler than is given to it by the other engine, and will give 
off more heat to the heater than is taken from it by the other 
engine. Thus the arrangement will continue to transfer, on 
the whole, heat from the cooler to the heater, without com- 
pensation of any kind, which is contrary* to the second 
law. Therefore no engine can be more efficient than Carnot's 
apparatus. 

(b) Suppose there is a reversible engine which is less efficient 
than Carnot's apparatus. (That is, doing the same work, but 
extracting more heat from the heater and giving more heat to 
the cooler.) This engine, driven backwards by Carnot's appa- 
ratus, will constitute an arrangement which will continue to 
transfer heat from cooler to heater without compensation. 
This is contrary to the second law; therefore no reversible 
engine can be less efficient than Carnot's apparatus. 

{c) If any irreversible engine were of the same efficiency as 
Carnot's apparatus, this engine could drive Carnot's apparatus 
backwards, or be driven backwards by Carnot's apparatus, 
without transferring heat from heater to cooler, or vice versa. 
The arrangement thus being reversible, the engine itself must 
be so. Therefore no irreversible engine can be as efficient as 
Carnot's apparatus. 

A reversible engine is called a perfect engine. All perfect 

* The second part of the second law of thermodynamics, being largely outside of 
the reader's experience, will seem to him to afford an unsatisfactory basis of proof. 
In fact, the experimental verification of this second law comes largely from the experi- 
mental verification of the deductions made from it, just as in case of Newton's laws 
of motion. 
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engines are equally efficient when working between the same 
heater and cooler. 

290. Rigorous definition of the ratio of two temperatures 

(Thomson). — The provisional definition of the ratio of two 
temperatures, given in Art. 224, leads to inconsistent results, 
unless a certain gas at a certain density is always used as the 
thermometric substance. (Because Gay Lussac's and Boyle's 
laws are only approximately true.) Lord Kelvin (Sir W. 
Thomson) has pointed out the following definition of tempera- 
ture ratios, which is entirely independent of the thermal prop- 
erties of any particular substance. All perfect engines have 
the same efficiency when working between the same tempera- 
tures. Therefore the efficiency of a perfect engine depends 

only upon the temperatures 7\ and T^ of the heater and 

ij 

cooler, or, in other words, the ratio -j^ of the heat taken from 

the heater to the heat given to the cooler, by a perfect engine, 
depends only upon the temperatures 7\ and T'g. Therefore the 
ratio of the two temperatures 7\ and T^ may be defined as the 
ratio of the heats H^ and H^. That is, 

and the ratio of two temperatures is equal to the ratio of the 
heats extracted from a heater and given to a cooler at the respec- 
tive temperatures^ by a perfect thermodynamic engine working 
between said heater and cooler, 

291. Transformation of equation (170). — It is convenient to 
consider heat as positive when absorbed by a substance which 
is undergoing a process which is the object of consideration, 
and vice versa. Therefore H^ in equation (170) is positive, and 

H2 is negative, and this equation may be written ^ = -- -77^, 
• ^xi.. . ^2 ^2 



or 
more conveniently : 



^+^=0. (171) 
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A//' 
292. Proposition. — The sum of the quotients, t^, of the 

heat absorbed (or given off) by a substance during each step of 
a cyclic process, divided by the absolute temperature at the 
step, is zero ; provided that no part of the cycle is of a sweeping 
character. 

For a cyclic process, therefore, 



2-;=;-=0. 

T 



(172) 




Proof, — Let the closed line CD (Fig. 140) represent a cyclic 
process. Draw two isentropic ^ 

lines e and / very close to- 
gether. The portions of CD 
which fall between e and / may 
be considered to be portions of 
isothermals* a and b, corre- 
sponding to temperatures 7\ 
and 7^2 respectively. 

The two isentropic lines e — 
and /, together with the inter- 
vening portions of the curve 
CDy thus form a Camot*s cycle. 
Let A/Zj and Ai/g be the heats absorbed at temperatures T-^ 
and 7^2 respectively. Then, from equation (171), 



T^-- 



Fig. 140. 



LH, . A//: 



Ti 



+ 



5=0. 



The given cycle CD may be broken up in this manner into a 
large number of Carnot's cycles, so that for each portion of heat 
A//i absorbed by the substance during the cycle, there is an- 
other portion AZ/g* which together satisfy equation (171). There- 
fore equation (172) is true. 

* These short portions of C and D have not indeed the directions of the isother- 
mals a and b, but anything which depends upon an infinitesimal portion of a line is 
independent of the direction of the, line. Therefore the closed line CD may be con- 
sidered to be a very fine zigzag, composed of alternate portions of isothermals and 
isentropic lines. 
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293. Entropy. — Let be a quantity, associated with a sub- 
stance, such that 

^4>~. (173) 

in which A0 is a change in 0, and A//" is an amount of heat 
absorbed by the substance and T is its absolute temperature. 
Let any convenient state of the substance be chosen for which 
the value zero is assigned to the quantity <f>. This state is called 
the zero state of the substance. The value of for any other 
state is then 



= 2^ 



(174) 



The summation is extended throughout any reversible process, 
bringing the substance from the zero state to the given state. 
The quantity <f> is called the entropy of the substance. The 
entropy of a substance in a given state is proportional to the 
mass of the substance, for the heats, A//, absorbed in each step 
of the process which brings the substance from the zero state 
to the given state, are proportional to the mass of the substance, 

SO that S -=r is also proportional to the mass. 

294. Proposition. — The entropy ^ of a substance has a defi- 
nite value for each state of the substance. 

Proof — LQt O (Fig. 141) be ^ 

the zero state, and G the given 
state of the substance. Let P 
and P^ be any two reversible 
processes leading from O to G. 
Let <^ be equal to the sum 
S-— for the process P, and 
let <^' be equal to the sum 2— - 
for the process P^ , Then — ^' 

A ZT" 

is the value of 2—=- for the 

T Fig. 141. 



a 
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A// 
process P' reversed, and 0—0' is the value of S-=- for the 

cycle OPGPK But from Art. 292, this must be equal to zero ; 
therefore 0=0'. q.e.d. 

Remark, — According to the equation A0=— - (173), the 

entropy of a substance cannot change, unless the substance 
gives up heat to, or receives heat from, surrounding bodies. 
This equation (173), however, takes no account of sweeping pro- 
cesses. Indeed, for such processes we have the proposition : 

295. Proposition. — The entropy of a substance is always in- 
creased by a sweeping process. 

Proof, — Let the substance be in a state of thermal equilib- 
rium designated by (I), and let its entropy be 0i before the 
sweep. After the sweep let it be in a state of thermal equilib- 
rium designated by (II), and let its entropy be 02. Then 

01-02=2— {a) 

where the summation is extended throughout a reversible 
process, carrying the substance from II back to I. The sweep 
and this reversible process together form a cycle. 

A sweeping process is essentially independent of external 
action on a substance * (Art. 276). We may therefore assume 
that the substance during the sweep neither absorbs nor loses 
heat, nor does external work, nor has work done upon it. The 
reversible process, on the other hand, must be accompanied by 
external action (see Art. 274). Let W be the work done upon 
the substance, and H the heat absorbed by the substance during 
this reversible process. Then, from the first law of thermo- 
dynamics, 

W^-H, ib) 

* All the ideas in this chapter are applicable to a system of homogeneous substances. 
The system in the case before us is to include all substances which participate in the 
given sweep. 
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If W is negative and H positive, then each time the cycle is 
performed, the heat H is changed into work which is available 
for outside purposes. This transformation of heat directly into 
work without compensation is impossible, therefore* IV must be 
positive and If negative. That is, the work JV is done on the 
system, and the heat is given off. If being negative, the sum 

2—- in (a) is necessarily negative, so that <^2 is greater than ^i. 

296. Equivalent sweeps. — Two sweeps for which the incre- 
ment of entropy is the same are said to be equivalent. Consider 
two systems A and B, Let ^^ and a^ be two states of equilibrium 
of the system A, such that a^ may be reached from a^ by a 
sweep for which the increment of entropy is 0. For example, 
a^ may refer to two isolated substances standing at different 
temperatures, and a^ to the final state reached when the sub- 
stances are brought into contact. Let b^ and b^ be two states 
of equilibrium of the system B^ such that b^ may be reached 
from b^ by a sweep for which the increment of entropy is also <^. 
For example, b^ may refer to a gas confined in a chamber of a 
closed vessel and b^ to the gas after it escapes into the whole 
vessel. Consider a reversible process A^ leading from a^ to a^ 
(or ^2 to a^\ and a reversible process By leading from b^ to b^ 
(or ^1 to b^. It can be shown by a slight modification of the 
method of Art. 295 that the external influence necessary to the 
process A is equal and opposite to the external influence neces- 
sary to the process B, Therefore the state of affairs, after a 
sweep from a^ to a^, may be changed by a reversible process to 
the state of affairs which would have existed had the sweep from 
b^ to ^2 taken place instead of the sweep from a^ to a^. Two 
such sweeps are thus equivalent. 

♦ The direct transformation of heat into work is shown to be contrary to the second 
law as follows : Let the heat to be transformed into work be drawn from the heater 
or the cooler of Carnot's apparatus, and let the work be used to drive Camot*s appara- 
tus backwards, then heat will be transferred fram cooler to heater without outstand- 
ing compensation. 
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297. Further statements concerning entropy. — {a) If a system 
suffer an increase of entropy A<^ because of any internal change, 
that change must be of a sweeping character, bringing the sys- 
tem from an unstable condition to a stable condition. Such a 
change when possible is inevitable, 

{b) Thermal and chemical equilibrium. — The entropy of a 
system in equilibrium is a maximum ; for if any small internal 
change be possible which further increases 0, this change must 
take place, and the system will not be in a state of equilibrium.* 

298. Entropy of a gas. — {a) Change of entropy with pressure 
at constant volume. — From equation (137), viz., pv ^ RT, we 
have V -dp =^ R' dT, Multiplying both members by C», then 
dividing by pv ^ RT member by member, remembering that 

C^dT = dHy and that -— = rf<^, we have 

{b) Change of entropy with volume at constant pressure. — 
From pv = RT ^t have pdv = RdT, Multiplying both mem- 
bers by Cp, and reducing as in {a\ we have 

The total change in ^, due to changes in both volume and 
pressure, is 

,, ^dv ^dp , ^ 

Integrating from / = o, ^ = o, <^ = o, C^ and Cp being con- 
stant, we have 

<f>=Cp\ogv + C; log/. (176) 

* One of the most remarkable developments of modern physics is the application 
of thermodynamics to the study of thermal and chemical equilibrium. The student 
will find the writings of Gibbs, of Planck, and of Duhem of extreme interest in this 
connection. 
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Dividing this equation by C„, and comparing the result with 
equation (158), we see that the constant in that equation is ^• 

299. The fundamental equation of thermodynamics. ^ The 

total internal energy E of a, substance can change only by the 
absorption of heat by or the emission of heat from the sub- 
stance, or by the doing of work upon or by the substance. 
Let dE be a change in the internal energy of a substance ; let 
dH = Td<f>, see equation (173), be the heat absorbed by the sub- 
stance, BJid—pdv, see equation (142), be the work done upon 
the substance. Then 

dE= T'd^-pdv {177) 

is an equation which formulates both laws of thermodynamics, 
for it recognizes the equivalence of work and heat on the one 
hand, and assumes the existence of entropy on the other. All 
the thermal properties of bodies, in so far as they are deducible 
from the two laws of thermodynamics and are not matters of 
separate observation, are deducible* from this equation. This 
equation of course failsf in case of sweeping processes. 

300. The steam engine.} — The conditions to be satisfied in 
order that the efficiency of the steam engine may be a maximum, 
are that the range of temperature of the steam as it passes 
through the engine be as great as possible (Arts. 288, 289, 290), 
and that all the processes undergone by the steam be reversible 
(see 289). In order that the range of temperature of the steam 
may be great, it is to be at high pressure, and consequently hot, 
when it enters the cylinder, and it is to be expanded, as it does 
work, until its pressure (and temperature) has been lowered as 

* See Ency. Brit. (9th edition), article on Thermodynamics^ by P. G. Tait. 

t This failure is not essential, for the only logical thing in connection with a given 
sweep in any case is the mere recounting of its progress, and even this is impracti- 
cable. 

X The student is referred to special treatises for description of the construction 
and operation of the steam engine. 
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much as possible. The economy of the furnace sets a more or 
less definite limit to the temperature of the steam upon entrance 
to the cylinder, for if the steam is to be very hot the flue gases 
of the furnace will be even hotter and will carry off great 
amounts of heat. The cost of large cylinders and the great 
radiation therefrom sets a practical limit to the amount of 
expansion. 

The irreversible processes undergone by the steam in an 
engine are as follows : 

(a) Wire drawing. — If the pipes and passages traversed by 
the steam from the boiler to the engine are small, the pressure 
in the cylinder with open ports will be lower than boiler pressure, 
so that the entering steam passes from a region of high pressure 
into a region of lower pressure. Also, as the cut-off valve 
closes, steam will rush into the cylinder through a narrowing 
aperture. To provide against loss of efficiency from this cause, 
the pipes must be of ample size and the cut-off must be very 
quick. 

(d) Radiation. — The cooling of pipes and cylinder by radia- 
tion — i.e. giving up heat to surrounding cooler bodies — is irre- 
versible, and is to be avoided as much as possible by the use of 
an insulating covering. 

(c) Cylinder condensation. — As one charge of steam in the 
cylinder expands it cools, and cools the cylinder and piston, so 
that when steam is next admitted it heats cylinder and piston 
up again and is itself cooled. This cannot be prevented, but 
its evil effects can be in large part avoided by having a series 
of cylinders (a compound engine), so that the range of pressure 
and the range of temperature in each may not be great ; and by 
providing separate passages for the ingress and egress of steam. 

(d) Effect of high piston velocity. — If piston speed is too 
great, the pressure of the expanding steam becomes ineffective 
because the portions of the steam near the moving piston are 
expanded and cooled before the more remote parts of the steam 
are affected (compare Art. 276). 
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The actual effect of these sweeping actions upon the efficiency 
of a steam engine is a thing to be determined by experiment. 
In fact, the study of the steam engine is a thing far removed 
from theoretical thermodynamics, and the only assistance given 
to the study of the steam engine by thermodynamics is to en- 
able a keener insight into the properties of steam, and to show 
in a general way the conditions necessary to high efficiency. 

301. The transfer of heat. — The transfer of heat takes place 
in three ways, more or less distinct. 

In case one body appears to impart heat directly to another 
at a distance, the transfer is said to be by Radiation. This 
phenomenon will be discussed under Light. 

In case the transfer of heat is by the distinct movement 
of a hot substance, as of a hot fluid, the transfer is said to be by 
convection. 

In case the transfer is between the contiguous parts of a body 
which is not at the same temperature throughout, the transfer is 
said to be by conduction. Conduction is, no doubt, due to an 
increase in the velocities of the molecules in a cooler part of the 
body, as they rebound after collision with the more rapidly 
moving molecules in a contiguous warmer part of the body. 
The following articles refer chiefly to conduction : 

Temperature gradient. — Let T be the temperature of a body 
at a given point, and T-^-LT its temperature at an adjacent 

point distant Lx from the first; then -— or -— is called the 

^x dx 

temperature gradient at the given point in the direction of A;r. 
If the temperature gradient is thus found in three different 
directions at a point, the vector sum of the three will be the 
resultant temperature gradient at the point. 

A temperature gradient is always accompanied by a flow of 
heat in the direction of the gradient from hot to cold. 

302. Fourier's law ; thermal conductivity. — Let H be the 
number of thermal units flowing per second across the area a 
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at right angles to the temperature gradient at a point. Then 
(Fourier's law) H is for a given substance proportional to the 

temperature gradient — - and to a^ that is, 
ax 



H=Ka^, 
ax 



(178) 



in which K is the proportionality constant, which is called the 
thermal conductivity of the given substance. 

TABLE. 
Thermal Conduci'ivity (K) ; Calories cm.-^ • sec.-i • per ° C. 





Substances. 


K. 


Substances. 


K. 


Aluminium 


0.34 at 0° 
0.04 at 0° 
0.0 1 at 0° 
0.15 to 0.20 at 0° 
0.90 to 1. 10 at 0** 
0.15 to 0.20 ato° 
0.07 at 7° 
0-37 at 50° 
1.09 at 0° 
0.14 at 0° 
0.30 at 0° 


Cork 




Antimony . . 
Bismuth 


Glass 


o.ooi'i to .0018 at 15° 


Ice 




Carbon . . . 


Lava 


0.00008 at 0** 


Copper . . . 
Iron .... 


Marble 


0.0017 at 0° 


Paraffine 


0.00014 at 0** 


Lead. . . . 
Magnesium 
Silver . . . 
Tin ... . 
Zinc .... 


Vulcanite (hard rubber) 

Alcohol (QHeO) . . 
Ether (C4H10O) . . 
Mercury 


0.00009 at 0® 

0.0004 at 5** 
0.0004 at 5<* 
0.0148 at 0° 




Olive oil 


0.0004 at 5® 




Water 


0.0012 at 0° 









303. Example. Heat conduction across a wall. 
— Consider a wall of thickness d (Fig. 142), of 
which the thermal conductivity is K\ the faces of 
the wall of area a being maintained at tempera- 
tures T and V respectively. The temperature 

T — T 
gradient is — - — , so that from equation (178) we 



have H = Ka 



d 
T- T 



in which H is the number of 




Fig. 142. 



thermal units per second flowing across the wall. 

For discussion of experimental methods for determining ther- 
mal conductivity, see Preston, "Theory of Heat," pp. 505-572. 
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S04. Emission of heat. — The transfer of heat across the 
surface which separates two substances is akin to conduction. 
The transfer of heat from hot bodies to air and through the air 
to surrounding bodies is called emission of heat. 

Newton's law of emissivity. — The rate H at which a hot 
body emits heat is very nearly proportional to the excess T of 
its temperature above that of its surroundings, and roughly 
proportional to the extent a of its surface. That is, 

H=^eaT, (179) 

in which e is the proportionality factor, which is called the 
emissivity of the surface of the body. 



TEMP. 




Fig. 143. 



305. Cooling of a body by emission. — Consider a body of 
mass m and of specific heat h. Let a be the superficial area 
of the body, e its emissivity, and 7\ its temperature excess 
above its surroundings at an instant {t = o), from which time 
is reckoned, and T its temperature excess after a time / has 
elapsed. The rate of emission of heat is //"= eaT^ from equa- 
tion (179), so that the heat emitted during a short* interval A/ 
is eaT * At. This heat is extracted from the body as it cools, 
causing a fall A 7^ in its temperature, such that mkAT= eaTAt; 
or since A 7" is negative, we have 

dT ea rp 

dt fnh 
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If we integrate, remembering that 7"= 7\ when /=o, we have 

T = T^e -* 

This is represented graphically in Fig. 143. 

The above equation enables the calculation of e when nij A, a, 
and 7"i are known, and when the temperature T after a known 
lapse of time / has been observed. 



END OF VOLUME I. 
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Acceleration and velocity, repre- 
sentation of, 27. 
Acceleration, angular, 63. 

of gravity, 30. 

of gravity, determination of, 79. 

of gravity, values of, 80. 

of particle, 26. 

of particle in harmonic motion, 49. 

of particle moving in a circle, 45. 
Addition of vectors, 20. 
Adhesion and cohesion, 126. 
Adiabatic expansion, 190. 
iElotropy and isotropy, 85, 
Amorphous substances, 138. 
Amplitude, definition of, 49. 
Angle of friction, loi. 

measurement of, 4. 

units of, 3. 

of shear, 88. 
Angles of contact of surface films, 128. 
Angular acceleration, 63. 

acceleration and torque, relation of, 

69. 

and linear displacements, composi- 
tion of, 65. 

velocity, definition of, 63. 
Archimedes' principle, 1 14. 
Area, measurement of, 6. 

units of, 6. 
Atwood's machine, 40. 
Avogadro's principle, 179. 
Axis, instantaneous, 65. 

Balance, the analytical, 9. 
errors in the use of the, 10. 
torsion. Coulomb's, 73. 



Ballistic curve, 42. 
Barometer, the, 1 10. 
Baroscope, the, 115. 
Beaume's hydrometers, 14. 
Berzelids' law, 14. 
Bicycle rider, equilibrium of, 47. 
Boiling point, definition of, 167. 
Boiling points, table of, 171. 
Boyle's law, 108, 
Breaking stress, 98. 
Bubbles, soap, 132. 
Bulk modulus, 86. 
Bulk moduli of a gas, 182. 
Bunsen's ice calorimeter, 163. 
Buoyancy, center of, 114. 
Buoyant force of fluids, 1 14. 

C. G. S. SYSTEM OF units, I9. 

Caliper, the micrometer, 3. 
Calorie, definition of, 161. 

values of, 161. 
Calorimeter, ice, the, 163. 

water, the, 161. 
Capillarity, equation of, 131. 
Capillary elevation of liquids, 129. 
Camot's apparatus, 194. 

cycle, 194. 
Cathetometer, the, 2. 
Cavendish's experiment, 74. 
Celsius' thermometer and scale, 149. 
Center of buoyancy, 114. 

of gravity, definition of, 32, 34. 

of mass and gravity, 55. 

of mass, definition of, 32, 34. 

of mass, motion of, 36. 

of oscillation of pendulum, 76. 
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Center, of oscillation, identity of, to center 
of percussion of pendulum, 78. 

of oscillation, relation of, to point of 
support of pendulum, 78. 

of percussion of pendulum, 76. 
Centigrade thermometer scale, 149. 
Centimeter, definition of, I. 
Centrifugal dryer, the, 47. 
Centripetal force, 46. 
Change, rate of, definition of, 22. 
Changes of state with temperature, 167. 
Changing vector, representation of, 22. 
Charles' law, 145. 
Chemical compounds, 135. 
Chronograph, the, 16. 
Circular mil, definition of, 6. 
Qausius' ratio, 181. 
Qement and Desormes' method for ratio 

of specific heats of a gas, 193. 
Qock, the, 15. 

Qock escapement, dead beat, 16. 
Clock, errors of the, 16. 
Qosed system, 32. 

example of, 61. 

energy of, 60. 

energy of, example, 61. 
Cohesion, 126. 

of liquids, capillarity, 126. 
Colloids, 138. 
Combining ratios, 135. 
Compensated pendulum, the, 16. 
Complex quantity, 24. 
Components of a vector, 20. 
Composition of angular and linear dis- 
placements, 65. 
Compound substances, 134. 
Compounds, chemical, 135. 
Compressibility, coefficient of, 86. 
Conduction of heat, 206. 
Conductivity, thermal, definition of, 206. 
Configuration of a system, 32. 
Configuration, position, 32. 

velocity, 32. 

zero, 59. 
Conservation, of energy, 60. 

of matter, 135. 

of momentum, 35. 



Constant of gravitation, determination of, 

74. 
Constant quantity, 22. 
Convection, transfer of heat by, 206. 
Cooling by emission, 208. 
Coulomb's law of friction, loi. 

torsion balance, 73. 
Couple, definition of, 54. 
Critical temperatures, 173. 

table of, 174. 
Crystal axes, 138. 
Crystal symmetry, 140. 
Crystallization, 137. 

systems of, 140. 
Crystalloids, 138. 

Cubic expansion, coefficient of, 153. 
Cubic system of crystals, 140. 
Cyclic process, 188. 

Cylinder condensation in the steaoi en- 
gine, 205. 

Dalton's law, 174. 
Density, definition of, ii. 

measurement of, 12. 
Derived quantity, 19. 

dimensions of, 19. 
Derived units, 18. 
Dew point, 175. 
Diffusion, 142. 

Dilatations, principal, of strain, 81 • 
Dimensions of derived quantity, 19. 
Dimetric system of crystals, 140. 
Displacement of particle, 26. 
Displacement vector, 26. 
Dissipation of energy in a moving fluid, 

117. 
Distributed quantity, 23. 
Dividing engine, the, 3, 
Dryer, the centrifugal, 47. 
Dynamometer, the spring, 31, 
Dyne, the, definition of, 30. 

Efficiency of engine, 196.- 
EfHux of liquids, 118. 
Elasticity, 81. 
Elastic fatigue, 99. 
lag. 98. 
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Elastic limit, 97. 
Elementary substances, 134. 
Emission of heat, 208. 
Endothermic reactions, 166. 
Energy, definition of, 58. 

of a system, 58. 

conservation of, 60. 

dissipation of, 59. 

dissipation of in moving fluids, 117. 

of closed system, 60. 

of closed system, exatnple, 61. 

kinetic, 58. 

kinetic, of a rigid body, 66. 

of a liquid, 117. 

potential, 59. 

potential completion of, definition of, 
60. 

potential, example of, 60. 

units of, 55. 
Engines, heat, 196. 
Entropy, definition of, 2CX), 

of a gas, 203. 
Equilibrium, 144. 

conditions of, 52. 

first condition of, 52. 

second condition of, 54. 
Erg, definition of, 55. 
Errors, of the clock, 16. 

in the use of the balance, 10. 

of weights, II. 
Escapement, the clock, 16. 
Evaporation, 174. 
Exothermic reactions, 166. 
Expansion, cubic, coefficient of, 153. 

of gases, 145. 

isentropic, 190. 

iso thermic, 190. 

linear, coefficient of, 153. 

of liquids and solids, 152. 
Eye and ear method for time observa- 
tions, 16. 

Fahrenheit's hydrometer, 14. 

Thermometer scale, 149. 
Falling bodies, 38. 

experimental study of, 40. 
Fatigue, elastic, 99. 



Floating bodies, 115. 

Floating body, equilibrium of, 116. 

Fluid, definition of, 105. 

Fluid efflux, 118. 

friction, 117, 122.' 

friction by eddies, 123. 

friction due to viscosity, 123. 
Foot-pound, defined, 56. 
Force, effects of, 25, 52. 

measurement of, 31. 

moment of, 53. 

power developed by, 56. 

units of, 30. 

work done by, 55. 
Fourier's law of heat conduction, 206, 
Frequency, definition of, 49. 
Friction, angle of, 10 1. 

coefficient of, loi. 

Coulomb's law of, loi. 

of fluids, 117. 

rolling, 103. 

sliding, loi. 
Fundamental equation of thermod^ 
namics, 204. 

quantity, 19. 

units, 18. 

Gas, definition of, 105. 

Gases, chemical combination of, 136. 

molecular construction of, 137. 
Gauge tester, the, 1 14. 
Gay Lussac's law, 145. 

restatement, 176. 
Gradient, temperature, 206. 
Graduate, the, 8. 
Graham's law of diffusion, 142. 
Gram, definition of, 8. 
Gravimetric method for measuring vol- 
ume, 15. 
Gravitation constant, 42. 

determination of, 74. 

universal, 42. 
Gravitation, Newton's law of, 42. 
Gravity, determination of, 79. 

intensity of, 30. 

value of, 80. 

and the center of mass, 55. 
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Gravity pendulum, the, 75. 
Gyration, radius of, 68. 
Gyroscope, the, 71,*" 

Harmonic motion, 48. 

examples of, 50. 

and the curve of lines, 50. 

rotatory, 70. 
Head, loss of, by fluid friction, 122. 
Heat of combustion, definition of, 166. 
Heat, definition o^ 158. 

effects of, 145. 

of fusion, 171. 

measurement of, 158. 

mechanical equivalent of, 160. 

molecular theory of, 145. 

practical units of, 160. 

the transfer of, 206. 

of vaporization, 171. 
Heating of a gas by compression, 192. 
Heats of combustion, table of, 166. 
Hexagonal system of crystals, 141. 
Hodograph, the, definition of, 27. 

to circular orbit, 45. 

to projectile, 40. 
Hookers law, 85. 

limitations of, 97. 
Horse-power, definition of, 56, 
Humidity, relative, 175. 
Hydrometer, the, 13. 

construction of the, 13. 

Fahrenheit's, 14. 
Hydrometers, Beaume's, 14. 
Hydrostatic pressure, 85. 

definition of, 105. 
Hygrometry, 175. 

Ice calorimeter, the, 163. 
Impact, 35. 

Index line of rigid body, 64. 
Indicator, steam-engine, 58. 
Inertia, moment of, 66. 

dependence upon mass and dimen- 
sions, 67. 

calculation of, 67. 

moments of, about parallel axes, 68. 
Instantaneous axis of rigid body, 65. 



Isentropic expansion, 190. 
Isometric system of crystals, 140. 
Isothermic expansion, 190. 
Isotropic strain, 86. 
Isotropy, 85. 

Joule, definition of, 56. 
Joule's experiment, 180. 
Jurin's law, 130. 

Kater's pendulum, 76. 
Kilogram, the, 8. 
Kilogram-meter, definition of, 56. 
Kinetic energy, 58. 
Kinetic theory of gases, 177. 

Latent heat, of fusion, i7i» 

of vaporization, 171. 
Law, of Boyle and Mariotte, 108. 

of constant angles, 138. 

of constant proportions, 135. 

of Coulomb (friction), loi. 

of Dalton, 174. 

of diffusion (Graham), 142. 

of Fourier (heat conduction), 206. 

of Gay Lussac and Charles, 145. 

of gravitation (Newton), 42. 

of Hooke, 85. 

of Jurin (capillary elevation), 130. 

of Malus, 139. 

of motion, formulation of, 29. 

of multiple proportions, 135. 

of Newton (motion), 27. 

of rational indices, 139. 

of Rome de I'lsle, 138. 

of Stokes, viscosity, 124. 

of thermodynamics, first, 158. 

of thermodynamics, second, 193. 
I^ws, of motion illustrated, 28. 

of the pendulum, 78. 
Length, measurement of, i. 

units of, I. 
Linear and angular displacements, com- 
position of, 65. 
expansion, coefficient of, 153. 
Liquid, definition of, 105. 
Liquids, molecular constitution of, 137. 
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Longitudinal strain, 90. 
stress, 90. 

M ALUS' LAW OF RATIONAL INDICES, 1 39. 

Manometer, closed tube, 112. 

open tube, iii. 
Mariotte's law (Boyle), 108. 
Mass, center of, and gravity, 55. 

center of, definition of, 32, 34. 

definition of, 8. 

of earth, 43. 

measurement of, 9. 

units of, 8. 

vector, the, 33. 
Material particle, 25. 
Matter, the conservation of, 135. 
Maximum pressure of ammonia vapor, 
table of, 169. 

pressure of vapors, 169. 

pressure of water vapor, table of, 169. 
McLeod gauge, the, 113. 
Measurement of angle, 4. 

of area, 6. 

of density, 12. 

of expansion, 154, 155. 

of force, 31. 

of heat, 158. 

of length, I. 

of mass, 9. 

of power, 57. 

of pressure, no. 

of specific gravity, 12. 

of temperature, 147, 149. 

of time, 15. 

of volume, 7. 

of volume, gravimetric method, 15. 
Measures of quantity, 18. 
Melting point, definition of, 167. 
Melting points, table of, 168. 
Meter, the, i. 
Meters for water, 121. 
Micrometer caliper, the, 3. 

screw, the, 3. 
Mil, definition of, 6. 

circular, definition of, 6. 
Minimum temperature of vapors, 169. 
Mixtures, 135. 



Modulus, bulk, 86. 

slide, 89. 

slide, determination of, 96. 

stretch, 90. 

stretch, determination of, 96. 
Molecular pressure, 127. 

theory of heat, 145. 

velocity of gases, 178. 

volume, 180. 
Moment, of force, 53. 

of inertia, defined, 66. 

of inertia, dependence upon mass and 
dimensions, 67. 

of inertia, calculation of, 67. 
Moments of inertia about parallel axes, 
68. 

origin of, 54. 
Momentum, defined, 34. 

conservation of, 35. 
Monoclinic system of crystals, 140. 
Motion of center of mass, 36. 
Motion, in a circle, 44. 

laws of, 27. 

laws of, formulation of, 29. 

laws of, illustrated, 28. 

of rfgid body, 63. 

of rigid body, resolution of, 65. 

of rigid body in a plane, 64. 

of rigid body with one point fixed, 66. 

rotatory, 25. 

rotatory, harmonic, 70. 

simple harmonic, 48. 

state of, of a S3rstem, 32. 

translatory, 25. 

uniformly accelerated, 38. 

Nichols* experiment, 127. 

Orbit, of particle, 26. 

of projectile, 39. 
Origin of moments, 54. 
Orthorhombic system of crystals, 140. 
Oscillation, center of, of pendulum, 76. 
relation of, to point of support of 

pendulum, 78. 
identity of, to center of percussion 
of pendulum, 78. 
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Osmosis, 142. 
Osmotic pressure, 143. 

Particle, material, 25. 
Particles, systems of, 31. 
Pascal's principle, 86. 

vases, 107. 
Pendulum, 75. 

the compensated, 16. 

torsion, 72. 

torsion, use of, 73. 

reversion, the, 76. 

equivalent length of, 75. 

gravity, the, 75. 

Kater's, 76. 

laws of, 78. 

simple, 76. 
Percussion, center of, of pendulum, 76. 
Perfect gas, 181. 

Period of vibrations, definition of, 49. 
Phases, coexistent, 134. 

of like composition, 134. 

of unlike composition, 134. 
Physical state, specification of, 187. 
Planimeter, the, 6. 
Plateau's frames, 133. 
Poggendorffs method for measuring 

angle, 5. 
Poisson's ratio, 90. 
Polygon, the vector, 20, 
Position, of particle, 26. 

configuration, 32. 

vector, 26. 
Potential energy, 59, 

completion of definition of, 6a 

example of, 60. 

of strain, 91. 
Pound, the avoirdupois, 8. 
Power, definition of, 56. 

developed by force, 56. 

developed by torque, 57. 

examples of, 57. 

measurement of, 57. 

units of, 56. 
Pressure, hydrostatic, 85. 

hydrostatic, definition of, 105. 

hydrostatic, measurement of, 1 10. 



Pressure, diminution of, in a throat, 120. 

osmotic, 143. 
Principle of Archimedes, 1 14. 
Principle, Pascal's, 86. 
Process, cyclic, 188. 

reversible, 189. 

sweeping, 190. 

thermodynamic, 187. 
Projectile, hodograph to, 40. 

orbit of, 39. 
Projectiles, 38. 

in air, 42. 

QUANTFTY, complex, 24. 
constant and variable, 22. 
derived, 19. 
dimensions of, 19. 
distributed, 23. 
fundamental, 19. 
measures of, 18. 
physical, 18. 
scalar, 20. 
units of, 18. 
vector, 20, 

Radian, the, 4. 

Radiation of heat, 206. 

Radiation from the steam engine, 205. 

Radius of gyration, 68. 

Range of a gun, 39. 

Rate of change, first and second, 22. 

definition of, 22. 
Rates of change, propositions concern- 
ing, 23. 
Rational indices, law of, 139. 
Refrigerator, 196. 

Regnault's method for measuring expan- 
sion, 154. 
Resilience, definition of, 98. 
Resolution of vectors, 20. 
Resultant of a number of forces, 54. 
Reversion pendulum, the, 76. 
Reversible process, 189. 
Rigid body, motion of, 63. 

definition of, 63. 

motion of, in a plane, 64. 

motion of, resolution of, 65. 
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Rigid body, motion of, with one point 
fixed, 66. 
kinetic energy of, 66. 
Rigidity, coefficient of, 89. 
Rotatory motion, 25. 
Rotatory and translatory motion, corre- 
spondence between, 69. 
Rotatory motion, harmonic, 70. 

Scalar quantity, 20. 

Scalar and vector products, 21. 

Second, definition of, 15. 

Second law of thermodynamics, 193. 

Separator, the cream, 47. 

Shear, angle of, 88. 

Shearing strain, 88. 

Shearing stress, 87. 

Simple harmonic motion, 48. 

Sines, curve of, 50. 

Shde modulus, 89. 

determination of, 96. 
Solids, molecular constitution of, 137. 
Solubility, 141. 
Solutions, 141. 
Sound, velocity of, 183. 
Specific gravity, definition of, 1 1. 

measurement of, 12. 
Specific heat, measurement of, 164. 

definition of, 164. 
Specific heats of gases, 184. 

ratio of, 185. 
Specific heats, table of, 164. 
Sphere of molecular action, 127. 
Spherometer, the, 3. 
Spring dynamometer, the, 31. 
Standard temperatures, 148. 
State, changes of, with temperature, 167. 
State of motion of a system, 32. 
State, physical, specification of, 187. 
States of matter, 137. 
Statics, 52. 
Steam engine, the, 204. 

cylinder condensation in, 205. 

effects of piston velocity, 205, 

indicator, 58. 

power of, 58. 

radiation from, 205. 



Steam engine, wire drawing in the, 205. 
Stoke's law of viscosity, 124. 
Strain, 81. 

axes of, 82. 

ellipsoid, 82. 

homogeneous, 82. 

isotropic, 86. 

longitudinal, 90. 

potential energy of, 91. 

principal dilatations of, 81. 

principal stretches of, 81, 

shearing, 88. 

simple and compound, 90. 

specification of, 83. 

types of, 85. 

and stress, examples of, 91. 
Strength, tensile, 98. 
Stress and strain, examples of, 91. 

in a bent beam, 93. 

in a heavy liquid, 91. 

in a stretched wire, 92. 

in a twisted wire, 95. 
Stress, axes of, 84. 

breaking, 98. 

definition of, 81. 

homogeneous, 83. 

longitudinal, 90. 

normal, 83. 

on a section, 83. 

principal sections of, 83. 

pulls of, 83. 

shearing, 87. 

simple and compound, 90. 

specification of, 84. 

tangential, 83. 

types of, 85. 
Stretch, definition of, 82. 

modulus, 90. 

modulus, determination of, 96. 
Stretches, principal, of strain, 81. 
Supersaturation, 142. 
Surface film, 127. 

tension, definition of, 128. 
Sweeping process, 190. 
Sweeps, equivalent, 202. 
Symmetry of crystals, 140. 
System of particles, 31. 
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System, closed, 32. 
example of, 61. 
Systems of crystallization, 140. 

Table of boiling points, 171. 
Table, of critical temperatures, 174. 

of heats of combustion, 166. 

of latent heats of vaporization, 172. 

of maximum pressures of ammonia 
vapor, 169. 

of maximum pressures of water vapor, 
169. 

of melting points, 168. 

of latent heats of fusion, 171. 

of specific heats, 165. 
Temperature ratios, definition of, 147, 
198. 

gradual, 206. 

standard, 148. 

absolute, 149. 

mercury-in-glass, 150. 
Tensile strength, 98. 
Tetragonal system of crystals, 140. 
Theory, the molecular, 136. 
Thermal conductivity, definition of, 206. 
Thermal equilibrium, 144. 
Thermal units, 160. 
Thermodynamics, 187. 

first law of, 158. 

second law of, 193. 

fundamental equation of, 204. 
Thermometer, air, 147. 

mercury, 149. 

scale, centigrade, 149. 

scale, Fahrenheit's, 149. 

standardization of, 150. 
Thermometers, errors, 150. 
Time, measurement of, 15. 

units of, 15. 
Torque, definition of, 53. 

components of, 53. 

work done by, 57. 

power developed by, 57. 

and angular acceleration, relation of, 

69. 

Torricelli's theorem, 119. 
Torsion pendulum, the, 72. 



Torsion pendulum, use of, 73, 

balance, Coulomb's, 73. 
Transfer of heat, 206. 
Translatory motion, 25. 
Translatory and rotatory motion, corre- 
spondence between, 69. 
Triangulation, 4. 
Triclinic system of crystals, 140. 
Trimetric system of crystals, 140. 

Uniform motion in a circle, 44. 
Units, C. G. S., 19. 

derived, 18. 

of energy, 55. 

fundamental, 18. 

of power, 56. 

practical, 19. 

of quantity, 18. 

of work, 55. 

Variable QUANTmr, 22. 
Vases, Pascal's, 107. 
Vector, addition, 20. 

components of, 20. 

polygon, the, 20. 

products, 21. 

quantity, 20. 

resolution of, 20. 

representation of, by a line, 20. 

representation of changing, 22. 
Vector and scalar products, 21. 
Velocity, of particle, 26. 

angular, 63. 

and acceleration, representation of, 27. 

configuration, 32, 
Venturi meter, the, 121. 
Vernier, the, i. 
Vibration, definition of, 49. 
Viscosity, of fluids, 124. 

of solids, 98. 
Volume, measurement of, 7. 

measurement of, gravimetric method, 

units of, 7. 

Water calorimeter, the, 161. 
Water-meters, 121. 
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Watt, definition of, 56. 
Watt's diagram, 187. 
Weighing by swings, lo. 
Weight, 30. 
Weights, errors of, II. 

sets of, 9. 
Wire drawing in the steam engine, 205. 
Work, definition of, 55. 

done by force, 55. 



Work, done by torque, 57. 
examples of, 56. 
units of, 55. 

Yard, the, i. 
Yield point, 98. 
Young's modulus, 90. 

Zero configuration, 59. 
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EDWARD L. NICHOLS, B.S., Ph.D., 

Professor of Physics in Cornell University^ 
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WILLIAM S. FRANKLIN, M.S., 

Professor of Physics and Electrical Engineering at the Iowa Agricultural College^ Ames, fa, 

WITH NUMEROUS ILLUSTRATIONS. 



(Vol. I. 
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rVol. I. Mechanics and Heat. 
Part I. In Three Volumes : -l II. Electricity and Magnetism. 



Sound and Light. 
Price $1.50, net, per volume. 



It has been written with a view to providing a text-book which shall correspond with 
the increasing strength of the mathematical teaching in our university classes. In most of 
the existing text-books it appears to have been assumed that the student possesses so 
scanty a mathematical knowledge that he cannot understand the natural language of 
physics, i.e,, the language of the calculus. Some authors, on the other hand, have assumed 
a degree of mathematical training such that their work is unreadable for nearly all under- 
^aduates. 

The present writers having had occasion to teach large classe*;, the members of which 
were acquainted with the elementary principles of the calculus, have sorely felt the need of 
a text-book adapted to their students. The present work is an attempt on their part to 
supply this want. It is believed that in very many institutions a similar condition of affairs 
exists, and that there is a demand for a work of a ^rade intermediate between that of the 
existing elementary texts and the advanced manuals of physics. 

No attempt has been made in this work to produce a complete manual or compendium 
of experimental physics. The book is planned to be used in connection with illustrated 
lectures, in the course of which the phenomena are demonstrated and described. The 
authors have accordingly confined themselves to a statement of principles, leaving the 
lecturer to bring to notice the phenomena based upon them. In stating these principles, 
free use has been made of the calculus, but no demand has been made upon the student 
beyond that supplied by the ordinary elementary college courses on this subject. 

Certain parts of physics contain real and unavoidable difficulties. These have not been 
slurred over, nor have those portions of the subject which contain them been omitted. It 
has been thought more serviceable to the student and to the teacher who may have occa- 
sion to use the book to face such difficulties frankly, reducing the statements involving 
them to the simplest form which is compatible with accuracy. 

In a word, the Elements of Physics is a book which has been written for use in such 
institutions as give their undergraduates a reasonably good mathematical training. It is 
intended for teachers who desire to treat their subject as an exact science, and who are 
prepared to supplement the brief subject-matter of the text by demonstration, illustration, 
and discussion drawn from the fund of their own knowledge. 
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66 FIFTH AVENUB. ROOM 33, AUDITORIUM. 
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OF 

Physics and Applied Electricity. 

ARRANGED AND EDITED BY 

EDWARD L. NICHOLS, 

Professor of Pkysics in Cornell University, 
IH TWO VOLUMES. 

VoL L JUNIOR COURSE IN GENERAL PHYSICS^ 

BY 

ERNEST IIERRITT and FREDERICK J. ROGERS. 
Cloth. $3.00. 

VoL n. SENIOR COURSES AND OUTLINE OF 
ADVANCED WORK. 

BY 

GEORGE S. MOLER, FREDERICK BEDELL, HOMER J. HOTCHKISS, 
CHARLES P. MATTHEWS, and THE EDITOR. 

Cloth, pp. 444. $3.25. 



The first volume, intended for beginners, affords explicit directions adapted to a modem 
laboratory, together with demonstrations and elementary statements of principles. It is 
assumed that the student possesses some knowledge of analytical geometry and of the cal- 
culus. In the second volume more is left to the individual efifort and to the maturer intel- 
ligence of the practicant. 

A large proportion of the students for whom primarily this Manual is intended, are pre- 
paring to become engineers, and especial attention has been devoted to the needs of that 
class of readers. In Vol. II., especially, a considerable amount of work in applied elec- 
tricity, in photometry, and in heat has been introduced. 

COMMENTS. 

" The work as a whole cannot be too highly commended. Its brief outlines of the 
various experiments are very satisfectory, its descriptions of apparatus are excellent ; its 
numerous suggestions are calculated to develop the thinking and reasoning powers of the 
student. The diagrams are carefully prepared, and its frequent citations of original 
sources of information are of the greatest valuer" — Street Railway Journal, 

" The work is clearly and concisely written, the fact that it is edited by Professor Nichols 
being a sufficient guarantee of merit." — Electrical Engineerings. 

"It will be a great aid to students. The notes of experiments and problems reveal 
much original work, and the book will be sure to commend itself to instructors." 

— San Francisco Chronicle. 



THE MACMILLAN COMPANY, 

NEW YORK : CHICAGO : 

66 FIFTH AVENUB. ROOM 23, AUDITORIUM. 



Digitized by VjOOQIC 



A LABORATORY MANUAL 
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FROM THE AUTHORS' PREFACE, 

At the present day, when students are required to gain knowledge of natural phe* 
nomena by performing experiments for themselves in laboratories, every teacher finds 
that as his classes increase in number, some difficulty is experienced in providing, 
during a limited time, ample instruction in the matter of details and methods. 

During the past few years we ourselves have had such difficulties with large classes; 
and that is our reason for the appearance of the present work, which is the natural 
outcome of our experience. We know that it will be of service to our own students, 
and hope that it will be appreciated by those engaged in teaching Experimental 
Physics elsewhere. 

The book contains a series of elementary experiments specially adapted for stu- 
dents who have had but little acquaintance with higher mathematical methods : these 
are arranged, as far as possible, in order of difficulty. There is also an advanced 
course of experimental work in Acoustics, Heat, and Electricity and Magnetism, 
which is intended for those who have taken the elementary course. 

The experiments in Acoustics are simple, and of such a nature that the most of 
them can be performed by beginners in the study of Physics; those in Heat, although 
not requiring more than an ordinary acquaintance with Arithmetic, are more tedious 
and apt to test the patience of the experimenter; while the course in Electricity and 
Magnetism has been arranged to illustrate the fundamental laws of the mathematical 
♦heory, and involves a good working knowledge of the Calculus. 
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